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Give an engineer the 
thickness of the steel 
plate and the size and 
number of the rivets 
used and he can figure 
the exact pressure a 
joint will stand. 


Kewanee Boilers are built of 
steel plates riveted together. 
Stee] — because it is the one 
strongest, most dependable ma- 
terial: Rivets —because of the 
known strength they provide. 


And the great strength of 
Kewanee Boilers means long life. 
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Learn the Luxury of doing good—Goldsmith. 


If you’re installing the VQGEL Line, you are doing 


good. You’re giving your customer comforts, con- 
veniences, health, quality. 


The materials used in VQGEL closets are the best to 
be had. The seats are strong and durable, the operating 
levers are of malleable iron galvanized, the valve bodies 
are of high grade brass, the fixtures are assembled and 
tested under hydraulic pressure before leaving the 
factory. 

The VQGEL Plumber is a friend to everyone of his 
customers. He gives them a square deal and they give 
him their repeat orders. 


See your jobber about the VYQGEL Line today. 
You can do a lot of good with VQ@GEL Products, and 


best of all, there’s real profit in every job. 


Jos. A. Vogel Co. 


Wilmington, Del. St. Louis, Mo. 





Mention Domestic ENGINEERING when writing advertisers. 


HASHULULLUTAOLENTRR AAT 





3 


Uli 











Advertisers This Week 


The 59 


Prod- 


American Prass Co., 


American Enameled 
ucts y 


Sor E. B 5 
I le Farrell Mfg. Co . 86 


ntinental Heater Corp 12 
Abram - 11 
Coyne & Delany Co +e 6 
Curtin Valve Co... .. 58 
Curtis & 


( x Co 


Curtis Co “<a 


Dart Mfg. Co., E. M coves OO 
Brass Co rs, 
Deming Co Ser eee ie 
Dole Valve Co nani 
on Co., The.. ee 


Dearborn 


Kconomy Pumping Ma- 
chinery Co ‘ soos Be 
Iistabrook's Sons, R 70 


KverHot Heater Co... 69 


(;serstein & 


i00d Mfg. Co 95 


‘ 
Grabler Mfg. Co -o SB 
(;urney Heater Mfg. Co. 34 
Haas Co., Philip 1 oe 
Haines, Jones & Cadbury 
Co a ° ° ° eoes 9 
Hammond Brass Works... 82 
Healy-Ruff Co io we 
Hieap & Sons, Wm 60 


Hioffmann & Billings Mtg. 
Co 66 


Honeywell i iting Spe- 
clalties ¢ 5 os oe 
Hiorton Pe 
Hotel Ra 
aatak ines Heater Co..... 93 
Hudson Works = Ee 
Humphrey Co ‘veeeweuw 8 


Brass 


Illinois Malleable Iron Co. 89 
Imperial Bra Mfg. Co.... 94 
International Heater Co... 10 
reland & M Mfg. 
iAcwee eee 


itthews 


Jenkins Bros . ; 43 
Johns-Manville is% s 
) 


Josam Mfg. Co ° »» BS 


DOMESTIC ENGINEERING 





Published Every Saturday by 


Domestic Engineering Company 
1900 Prairie Avenue, Chicago 


Address all Correspondence to Chicago Office 
Long Distance Telephone: Calumet 4680 
New York Office, Room 906, 110 East 42nd Street 
Telephone: Ashland 8111 and 8112 
Cleveland Office, Builders’ Exchange 
Telephone: Main 4000 
Philadelphia Office, Room 1507, Finance Bldg. 
elephone: Rittenhouse 2285 
Pittsburgh Oe. Poem 604, Chamber of  _——_e Bldg. 
Bell Phone: Grant 8741-8745 
San a i Office, Room 732, Hearst Bldg. 
Telephone: Garfield 4052 


Chicago, June 19, 1926 
115, No. 12 | Whole No. 1749 


EESTORIAL STAFF 
F. Keenzy, Eprror 
R. V. Sawant, Mawacine Eprror 
R. Hervov, L. B SParrorp, Cuas. E. Prices, 
L. W. Britton, W. H. Oxvgsom, F. A. Wurtz, 


ea Gray, E. Ramacz, 


Vol. 


G. R. Sreaans, Jas. 
Associate Editors 


ADVERTISING REPRESENTATIVES 

E. DeForzst Winstow T. Carson F. S. Kine 

E.G.Hurcuison R.Paywe Wertsterx WattaceJ. Osporn 
H. J. Carn D. M. Kenney Roser A. Jack 


TERMS OF SUBSCRIPTION 
United States and Possessions, $2.00 per year. 
Current copies, 10c each. Back numbers, 25c each. 
Canada, $2.00 per year. Foreign, $3.00 per year. 


Entered as Second Class Matter on February 20, 1893 
at the Post Office at Chicago, Illinois, Under the ‘Act o 
March 3, 1879. 


Member of Audit Bureau of Chnteine, 
Member of Associated Business Papers, Inc. 





More than 17,500 Copies 
of this Issue Are Being 
Printed and Distributed 











Leading Articles in This Issue 
Convention Delegates Face Busy Week in Louis- 
ville, Ky. Page 19. 
Good Judgment. By Milt Marvels. Page 24. 
The Round Table Takes Up a New Heating 


Problem. Page 26 


Practical Plumbing Practice. 


Page 28. 


Special Departments 
Page 15. 


Between Ourselves. 

Editorials. Page 17. 

Advertising Editorial No. 223.—‘‘An Extra Bath 
Adds Value to a House.” Page 33. 


Markets—Business Conditions in Leading Job- 
bing Centers. Page 49. 

This Week—Among Manufacturers, Wholesalers 
and Their Salesmen. Page 71. 

The Trade—With Master Plumbers and Heating 


Contractors. Page 77 


Page 96. 


Plumbing and Heating Patents. 


Oe 


A 


eee 


ON BBO Oawsaeaserr er eee ees 


LLL 


June 19 


1926 


Advertisers This Week 


Kennedy Valve Mfg. Co 


Kewanee Boiler Co....... 
reer Inside Front C« 
Reet Bee, Giinckcsees 


Lavelle Rubber > ee 
Leader Iron Works...... 


Maddock’s Sons Co., Thos 
Malleable Iron Fittings Co 
Martin & Sons, H. P... 
McDonnell & Miller 
McShane Bell Fdy. Co 
Midland Metal Mfg. Co.... 
Minneapolis Heat Regula- 
ROP SOG. tac nbhwnnepeoersess 
Mueller Co. 
Myers & Bro. Co., F. E.... 


Magen BEES. GO. ccscvccecce 1 
National Water Lift Co... 
Neptune Meter Co......... 
Never Split Seat Co....... 
Novelty Steam Boiler Wks. 
Nye Tool & Machine Wks 


O-E Specialty Mfg. Co..... 
Ohio BrOGO CO. cscccocessces 


Penberthy Injector Co..... 
Penn Engineering Co. 
(Philadelphia) .......... 
Phillips Drill Co........+:. 
Powers Regulator Co...... 
Providence Fittings Co.... 


Reading Brass Works..... 
Reading Steel Casting Co.. 
Richmond Fdy. & Mfg. Co. 
Ric-Wil Co. 
Ruud Mfg. Co... .cccccovcce 


Sanitary Co. of America.. 
Scaife & Sons Co., Wm. B.. 
Scott Valve Mfg. Co... 
Sherwood Brass Works.... 
Slack-Horner Brass Mfg. 


CO. coccccscecsnccesesese 


Semarvilie 
Speakman Co. 
Starbuck & Sons, Inc., 

i es ope te edbaseepesyees 
Sterling Engineering Co.. 
Stockham Pipe & Fittings 

OR. dceaow dina 500 ¥O0 6 00.0:0 
Street & Kent Mfg. Co.... 
Stringer Bros. Co........-. 


Taber Pump Co......-+.++:. 
Thousand Island House...1 
Tillery’s Little Janitor 
CIOGK GO. ccecvcceveseve 
Toledo Pipe Threading 
Machine Co. 


‘ 


Uniflow Pump & Mfg. Co 


98 
68 


96 


$1 
R0 
84 


66 


84 
82 


44 
31 


Union Canvas Goods...... 100 


United Brass Mfg. Co..... 
Vogel Co., Jos. A.wecoeess 


Walworth Mfg. Co....... 
Wessels & Sons Co., D. D. 
Wilks Mfg. Co., S.......- 
Wild, Walter H........+- 
Williams Tool Corp...... 
Wolk Mie. COrp..-.ccecses 
Wolverine Brass Works 
W oodward-Wanger Co. 
Wuesthoff Co., M. W 


“X” Laboratories. .Back Co' 


Young Pump Co.... 


Zeolite Engineering Co. 








June 19, 1926 


DOMESTIC ENGINEERING 


WOLVE R 





No. 660-15" 
No. 661-34" 





No. 662-14" 
No. 663-34" 


oS AEE BE EOP wey 


| 





ee 


wis 

é han 

o | a a 
a 


~~ 
SS 


- 
> 
A 
- 
>. ~ 
a 
- = 


rv. 


; 


* 
ae 





Wolverine Compression Sill Cocks 


VER and above everything you may have or 
own the good will of customers well served 
is the biggest asset. 


Brass Goods might appear alike to a casual 
observer but their wearing qualitiy is what counts. 


For Brass Goods outside the house, you will 
need sturdy goods of dependable construction such 
as in the above fittings. 

Excellence of material and workmanship—full 
and free waterway—perfect seating qualities and 
enduring service. 

Buy direct from the manufacturer and secure 
Guaranteed Protection. 


We Sell the Retail Plumbing Trade Exclusively. 


WOLVERINE BRASS WORKS 


Manufactu e 


GRAN D RAPID s°.’ MICHIGAN 
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No. 660W 


No. 661W-4," 
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In plain words, that’s what 
all the boys say about 
the DELANY Valve 


ND there are mighty good reasons why 
they do. 

The No. 3 DELANY Valve with its new integral 
guide post and improved hard rubber float has 
completely knocked out all the troubles common 
to the ordinary Low ‘lank Valve. 
The integral guide Post eliminates the trouble 
from shifting guide arms and corroding set screws. 
The improved hard rubber float gives greater 
buoyancy and only leaves 24 inches of water in 
the tank. 
When you consider that unusual quality and 
value is offered at a very fair price the reason for 
its popularity is even more evident. Like the 
quiet DELANY Ball Cock and the trouble- 
proof DELANY Lever—the DELANY Valve 
is guaranteed to give LIFE-TIME SERVICE. 
There are no “‘go-backs” to the job, when you 
use DELANY Fittings 


8 Exclusive Features 


1—Hard Rubber Float. 
2—Integral Guide Post. 


3—Removable Flat Leather 
Washer (sure tight Seat). 

4—Permanent Bouyancy. 

5—Universal Joint Attach- 
ment for Lift Wire pre- 
vents float from sticking 
open. 

6—Unrestricted Water Way. 


7—Interchangeable with any 
valve or lever. 





8—Low cost. 


No. 3 DELANY Valve 
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Fittings — Delanyite Tanks — Seats 


Demand DELANY FITTINGS 


(See the DELANY Fittings in action at Booth 15, Section A During Nat’l Convention at|Louis' ille) 
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See Us 
At Louisville 


We'll be there. We want to see 
you. Stopin at the booth. Or— 
like the Yellow Cab—hail us any- 


where. 


See Us 
At the Philadelphia 
Sesqui-Centennial 


It’s this year’s biggest show. 
RUUD has a remarkable exhibit 
in the Palace of Liberal Arts and 
Manufactures. Drop in. 


See Us 
On the Atlantic City 
Boardwalk 


RUUD is at the same old stand— 
739 Boardwalk and the door is 
never closed to our friends. 


Sell Once = Sell Wisely -— Sell Ruud 





Give Your Dollars 
a Good Home 


Some water heater dollars don’t stay around long 
enough to get acquainted. 


$$$$ $$ $ $ 
RUUD dollars stay put. 
$$$$$ $ $ $ 


They're one-way dollars that never have to go back 
to satisfy a customer's complaint. 


$$$ $$ $ $ $ 
In over 35 years of work, RUUD dollars have led a 
useful life. They have helped many a plumber to ex- 
pand his business, build a new house, buy a new auto- 
mobile, and put son and daughter through school. 


$$$ $$ $ $ $ 


There are more RUUD dollars where they came from, 
too, and easy to get for the plumber who will make an 
honest sales effort. 


$$$$3$ $ $ $ 


RUUD dollars are one-way dollars — stay-at-home 
dollars — useful dollars. 


$$$$ $$ $ $ 


When may we start working with you? 


Ruud Manufacturing Company 
Pittsburgh, Pa. 


Pioneer Makers and Sellers of 
Automatic Gas Water Heaters 
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I O you wear the cheapest shoes it 1s 

possible to buy? Eat the cheapest 
food? Live in the +4 heapest house? Do 
you believe the cheapest thing 1s easiest 
to sell? 

Johns-Manville could make a cheaper 
insulation than Improved Asbestocel 
even cheaper than the usual air-cell. We 
don’t, because we know it would be 
commercial suicide. We 
might make more money 
for a year or two-——but in 
the end somebody else 
would get the business. 

Kor people don’t buy 
price, they buy value. 
(That’s why you don’t 
dyvy paper soled shoes. ) 
And we don’t sell As- 


Sb 





Look for the Red Band 





Improved Ashestocel, a better insu- 
, y 

lation with the most complete sales 
hacking an insulation ever had. P 
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bestocel on price, we sell it on value. 

The value is there in Improved Asbes- 
tocel. Cross corrugations that make it 
strong and save more heat—more coal. 
It is more than worth its very slight 
extra cost. And people read Asbestocel 
advertising, learn about these things, 
and are interested. They send in coupons 
and ask questions. They want value. 

Asbestocel sales prove 
this. They are jumping 
every year. Value and 
advertising have done it. 
Theman who handles real 
value can win over mere 
price. Don’t be price shy. 

JOHNS-MANVILLE Inc 
292 Madison Ave., at 41st St., New Yor 
Branches in all large cities 
For Canada: 

anadian Johns-Manville Co., Ltd., Toront 


el 


JOHNS -MANVILLE 


Improved 


€stoc 


SAVES COAL 
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careful workmanship hi > and 
worth and quality of all 


HAINES, JONES & CADBURY Co. 


FOUNDED 1658 
HAJOCA PLUMBING GOODS 
GENERAL OFFICES PHIL ADELPHIA,Pa. 
BRASS WORKS. PHILADELPHIA, PA. IRON WORKS, NORRISTOWN, PA. 


PHILADELPHIA SAN FRANCISCO SAVANNAH 
RICHMOND, VA. JACKSONVILLE CHARLOTTE NORRISTOWN, PA. 
WEST PHILADELPHIA WILKES-BARRE MACON TAMPA GERMANTOWN 
ASHEVILLE WILSON. N. C. FRANKFORD. PA. 
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‘Oia 98 Per Cent Dry 
— Without a Header! 


Baffle plates in each section of the 
ECONOMY SMOKELESS BOILER 
and the high steam dome insure 98 
per cent dry steam. The water line is 
always above the open flue surfaces, 
protecting the boiler from damage and 
conserving the heat. 


The ratings are guaranteed. If you 
have 4150 square feet of direct radia- 
tion load, put in an International 
Economy Boiler rated at 4150 square 
feet. 


The air control insures proper com- 
_ bustion — conserv- 





No header is re- 
quired. This feature 
reduces the cost of 
the installation and 
saves head room. 


There are plenty of 
other reasons why 
THE ECONOMY 
SMOKELESS BOIL- 
ER is both econom- 
ical and efficient. 


ing fuel and con- 
suming smoke. 


All flue surfaces are 
easily cleaned from 
the front. There are 
no unreachable soot 
pockets to reduce 
heating efficiency. 


The ECONOMY 
SMOKELESS BOIL- 
ER develops full 
capacity for longer 
than usual periods, 


ig Oo Department Store, Char- 


N. C. 
110-S- 


Heated by two 


47 Economy 


Smokeless Bollers: Wm. H. 


ae 
z. 
a contracter, 


FE-conomy 
SMOKELESS BOILERS 


Charlotte, 


architect; 


Price, Charlotte, heat- 


Dealers, 
Heating Engineers— 
Send for catalog 
1751-D giving 
detailed 
specifications. 


INTERNATIONAL 
HEATER CO. 
UTICA, N. Y. 

Cleveland Chicago 


Detroit Nashua, N. H. 
New York City 








No. 10-A 


TANK 
HEATER 


40 gallons capacity 


Ask about quantity 
discounts. F. O. B. 
Philadelphia, New 
York and Chicago. 
Can be bought from 
the nearest off.ce or 
your jobber. There is 
a proper size Novelty 
for every hot water 


$12.50 
to the Trade 


Brick-lined firepot pre- 
vents heat loss and 
holds fire from 12 to 
15 hours. Operates on 
less than a bucket of 
coal a day. Burns 
hard and soft coal. 
When hard coal is used 
pea coal or No. 1 buck- 
wheat is best. 























supply need. 




















For Heavy Duty—and Greater Profits 


O GREAT has been the demand for tank heaters of all sizes for heavy duty and high pressure work that we 

S were prompted to reinforce the construction of all Novelty Coal Tank Heaters in such a way that we are now 

able to guarantee them to withstand a maximum working pressure of 125 pounds. In addition, every Novelty 
Tank Heater is tested at 300 pounds before it leaves our factory. 


You can now make more profits on a Novelty installation because this pressure guarantee often makes unnecessary 
the installation of a pressure reducing valve or a relief valve. 


} The fundamental construction of Novelty Tank Heaters, however, remains unchanged and the line retains all the 
distinctive features which have made ‘‘Novelty’”’ a by-word wherever tank heaters are used. The Novelty Hevy- 
Dutee Tank Heater combines the new advantage of a 125 pound pressure guarantee with the old advantages of the 
baffled waterway, rocking and shaking grate, butterfly damper, sturdy reinforcement rods, and a six inch combustion 
ring or brick-lined firepot six inches in depth. 


We are confident you will agree that no other tank heater on the market combines all these advantages. And yet 





cost less than others, because they are manufactured Novelty unless it has ‘‘Novelty’’ on the door. Look 
in such large quantities. for it — insist upon it. 


The 125 pound guarantee on Novelty Tank Heaters 


Tell ts and cust t Novelt - ; 4 
dag eg: eho aperunenpireanigrietpnain nna) will help to increase your business and profits. Talk 


' Dutee Tank Heaters. Tell them that the Novelty will “Novelty” to your prospects and customers and watch 
supply plenty of hot water — any time — on less than your bank balance grow. 
a bucket of soft coal, No. 1 buckwheat, or pea coal size te Geter end gek fee ere“ ~~ ---- 7 
a day. Tell them that every Novelty is guaranteed to about our dealer-helps. | foe Company 


We will furnish you with ; Phila., New York, Chicago 
booklets and blotters | “Send te nearest office) 


7 : Please send me booklets and 
illustrating NoveltyTank j blotters illustrating Novelty Coal 
° ° ° an eaters imprintec wit my 
Heaters imprinted with name, address and phone number, 
e of charge 
Bas , your name, address and free o ® 
We were the originators of this type of tank heater, but phone number, free of 
there are many imitations. The Novelty is never sold charge. Write Dept. 


under another name, and it is not a genuine D-6 at the nearest office. 


“ ABRAM COX COMPANY 


PHILADELPHIA NEW YORK CHICAGO 
American and Dauphin Streets 51 East 42nd Street 736 West Monroe Street 
Corner Vanderbilt Avenue 


withstand a pressure of 125 pounds and that, if they 
have a Novelty installed, they will save the added 
expense of a pressure reducing valve and a relief valve. 
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HERE are a few of the reasons why the nation’s foremost Ny 
architects, heating engineers, and contractors, are uncon- ir 
ditionally endorsing Continental Boilers and Radiators. al 
\™ They are profitable to handle and easy to sell. Bt 
“ = They perform reliably with any fuel—coal, gas, coke or oil. 1 
They are adapted for all conditions. There’s a type of Continental Oo 
Boiler and Radiator for every place, from the bungalow—with 
or without a basement—to the apartment house and skyscraper. Ir 
Continental Boilers and Radiators are made in a great, modernly Wi 
equipped foundry, and individually inspected under pressure to Ny 
eliminate installation trouble and expense. fa 
They are backed by a broad and fair company policy. 
The “Continental in fact” recommends the product. The “Con- 
tinental in name” assures you that you'll enjoy doing business 
with the firm. 





(Continental Heater (orporation 
Home Office and Factory 


Dunkirk, N. Y, U.S.A. 
On Lake Erie 


FD zl 3 ll 














































E- 








June 19, 1926 


TO THE PLUMBERS AND STEAMFITTERS OF THE U. S. A. 


Fellow Citizens: 


"Talk is cheap," my Dad used to say, 


whiskey." I'LL SAY IT DOES. 





THe Nee Toot WMA CHINE WORKS, 


MANUFACTURERS OF HIGH GRADE PIPE TOOLS 


DOMESTIC ENGINEERING 


4120-30 FULLERTON AVENVE 
(p 
CHICAGO, Ink., 


June 19, 1926 


die in the gutter any more. 
he is broke and has to stop. 


To be happy all a man needs to do is to be poor. 
woman used to put the cat outdoors nights. 


"put it takes money to buy 
Nobody but a millionaire can afford to 
By the time a poor man takes three drinks 





HARRY G. NYE 


In former times a 
But, now that they have 


money, she lets the cat sleep on a cushion and puts her husband out,-- 
on a Sleeping porch. 


Of course, what my dad meant was that nothing on earth could be 


operated on just conversation. It takes K. W. to run a motor-- and 


K. W. means kilowatts, not just kind words. 


Talk is cheap, but paper, printing and postage cost like the very 
So I hope that you like my letters and I hope that they help 


devil. 
your business. 


mine! 


In fact, I even hope that this one is going to help 


I haven't taken your time in my monthly letters to talk much about 


Nye dies. 
ing tool on earth. 
already. Everybody does. 


It wasn't necessary. 


I haven't told you why the Nye Die is the best pipe-thread- 
I knew that you knew that 


But just to prove to myself that you like my letters and that you 


like Nye Dies, I am going to ask you to fire me back an order! 
or small, fat or tall, we take 


‘em all--and much obliged. 


In other words, this particular letter is sort of a come-on. 
with an order. 


Nye Dies. 


fact, I am 






/ 


J 








\ 


Next time I'll change the subject. 


I hope you like my letters. I hope you like my Dies. 


Nye Vise Stands 
with Pipe Bender 


Equipped with or without Nye 
Vises. Can be drilled for any 
size vise specified. Bender can 

used with open side vise or 
bench vise. 


With Legs and No. 10 Self- 
Locking Vise, 
Net each...........$15.35 
With Legs, but without 
Net eac ‘ 


Vizes, 12.00 


Hopefully yours, 


Hurry 4 Up 


Copyrighted 1926 by Harry 'G. Nye; 
all rights reserved 


The tools you swear BY and never AT. 
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Big 


Come on 
This time it is 
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erfection | 
: Elbows a | 
4 is an ideal at which to aim—not a + 
$ state to be attained. Beware of 

+ the man who claims perfection for 
¢ : ; ; 

+ his work. He is only too tired to 

t go any farther. : 
: 
+ Ireland © Matthews Plumbing i 
3 

+ Brass Goods are not perfect, but 
: you will find them as near that t 
+ stage as any merchandise of. their 
+ kind on the market. That is why 
< : . 

they are being usedin greater quan- 
3 tities every year. + 
be I & M yy + 
+ No. 121 Bath Waste and 4 
¢ Overflow . 4 
+ Bs 1%" Feting All good jobbers carry I. & M. : 
+ ee ee Brass Goods. Let them tell + 
+ you about ease of installation + 
4 and other features of this £ 
+ quality line. t 
% % 
: ‘ 
4 3 
+ : 
| The Ireland & Matthews Mfg. Co. § 
. : : % 
¢ 1500 Beard Ave. Detroit, Mich. : 
* % 
+ REPRESENTATIVES: : 
Fé R. C. Wilson W. D. Armstrong Wm. P. Horn Lo. + 
- 5 E. 42nd St., New York, N. Y. Hotel Morrison, Chicago, Il. Wilcox Bldg., Los Angeles, Cal. + 
+ R. C. Wilson Wm. P. Horn Co. P. C. Abbott Co. t 
+ 261 Franklin St., Boston, Mass. Rialto Bldg., San Francisco, Cal Richmond, Va. re 
+ Wm. P. Horn Co. i 
+ L.C.Smith Bldg., Seattle, Wash. - 
x z 
x : 
* : 
t ‘ 
t ‘ 
x f 
x : 
4 x 
+ The I & M Plant ¢ 
+ Euilt on a foundation of te 
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The man who is so busy that he does not have time to read his trade paper is like 
the man who was so busy chopping wood that he did not have time to sharpen his axe 


UR COVER THIS WEEK SHOWS YOU 

the river front at Louisville, Ky. At the left you 

will see the river steamer, “America,” in which 
guests and delegates will be entertained during the course 
of the convention. This week’s issue contains final it 
formation concerning the big 44th Annual Convention 
of the National Association of Master Plumbers. Open 
ing on Tuesday, June 22, and running through the 23rd 
and 24th of the month, it is expected that attendance will 
far outstrip the highest record ever set thus far in the 
history of the association. The program of events and a 
plan of the exhibition hall, together with a list of exhibi 
tors and what they will show, is included in this issue of 
Your Weekly. Those attending the convention are as 
sured an enjoyable and valuable stay. 

Louisville is South, and the South is synonymous with 
hospitality. And Louisville is a city well trained in car 
ing for visitors. Every year thousands come to Louis 
ville for the racing season. It meets 
these unusual demands and experi 
enced travelers will tell you that there 
is a difference between going to a city 
which is not used to visitors and 
going to one which, like Louisville, has 
a big transient population every year 
You'll enjoy the 44th Annual Conven- 
tion in Louisville. 


t tes CHAIRMAN OF THE 
Round Table proposes a new 
problem in heating this week, basing 
it on a vacuum heating system, and 
putting it up to the members of the 
Round Table to tell him what’s wrong 





where there is something wrong, and 
to draw in the necessary piping to 


| 
[Sere __ 


THE BOSS SAYS: 





his story, as usual, on the experiences of a firm which 
does not make use of red ink, the manager of which 
seems capable of thinking straight and talking straight 
from the shoulder, A valuable story for youngsters and 
oldsters in the business, just by way of remftoremg the 
need for good judgment in trying to build a successtul 
business. We are rather inclined to think that we are 
rare not born with the gifts necessary to success——at 


any rate that is the attitude we sometimes adopt toward 


our own mistakes or other people’s successes. But good 
judgment is far more the result, savs Milt, ot deliberate 
training than of natural gifts. Poets may be born, but 


business men are made— self-made They have to de 


ev have tor business 


velop whatever natural aptitude tl 


sENTO TWO JOBS ARE ALIKE,” REMARKED 
4 a member of the industry at a.recent local asso 
ciation meeting. That fact is what gives practical value to 
the work of the Schoolmaster and His 
Class. It is really amazing to note the 
differences in the drawings submitted 
to the Schoolmaster after he has pro 
posed one of his drawing problem 

The drawjngs come in over 90 per cent 
of the cases from master plumber 

some of whom have been in busines 
for many years, and from plumbing 
inspectors, whose work carries them 
over all kinds of installations That 
they differ does not mean that they 


are wrong But it does indicate that 


a man is never through with learning 
What they do in 


Maine may not be permitted in New 


about his work 


York, or across the country in Cal 


fornia. It is good to see the work of 





complete the installation. Like the 
work of the Schoolmaster, these prob 
lems of the chairman of the Round 
Table are practical. They take in 
matters which the heating contractor 


may meet up with on any job, any day in the week. 


N AN ARTICLE ENTITLED “GOOD JUDG- 
ment” Milt Marvels this week sketches some of the 
dangers which await the unwary man who “goes into 
business for himself.” He must guard against various 
temptations, any one of which may put his profit and 


‘ 


loss account “in the red,” which can only mean that 


sooner or later he will have to close up shop. Milt bases 


ht , ote a } ‘ye /} 
The yo-gellers / RNOW are ali 


convention-foers, 


men in different parts of the country, 
and some in foreign countries, and to 
compare it with local practices, Be 
cause the drawing come trom prac 
tical men who are earning their living 
at the trade, and because the Schoolmaster 1s himself a 
recognized authority on matters of plumbing, these ses 
sions of the class have value for every member of the 


industry, from the newest apprentice to the “oldest in 


habitant.” 
A Lela 











It Takes But 10 Seconds to Change 2-inch in 28 seconds. Instant 


Die Heads. 


The Controls: Switch and Gear and 
Clutch Levers Are All Conveniently 


Located. 
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IT’S HERE— 


THE SMALL POWER MACHINE 
OF MULTIPLIED EFFICIENCY 


—A “TOLEDO’’ 


“TOLEDO” No. 1000M is a 
power machine that fills every 
need for cutting, threading, and 
reaming !4-inch to 2-inch pipe. 
It’s fast, as }4-inch is cut off in 6 
seconds—2-inch in 20 seconds. 
14-inch threaded in 15 seconds— 


change from cutting to thread- 
ing and vice versa and 10 seconds 
to change dies from one size to 
another. It bevels the pipe 
end as it cuts, and reams as 
it threads. It’s operated by 
lo H. P. motor connected to 
the ordinary light socket. It 
weighs but 450 lbs. and measures but 54-inches high, 24 
inches wide and 22 inches long. 





This new ‘“‘TOLEDO”’ is a pipe machine of multiplied 
efficiency. A postcard brings complete information. 


BUY BY COMPARISON AND YOU’LL BUY A 


en 


THE TOLEDO PIPE THREADING 
MACHINE CO. TOLEDO, OHIO 


NEW YORK OFFICE: 72 LAFAYETTE ST. 


There’s Instant change from Cut- 
ting to Threading and vice versa. 
It’s simply a Matter of Tipping the 
Arms. To the Left, the Cutting 
Arm is Down and the Threading 
Arm Back. To the Right the 
Threading Arm is Down and Ready 
to Thread, With the Cutting Arm 
Tipped Back. 
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Rest Shortly after the appearance of this issue, 
‘ the annual convention of the National 
Wishes Association of Master Plumbers will be 
called to order in Louisville. Preparations, of both a 
business and social nature, have been made with the 
greatest care and indications were never more positive 
for a well-attended, successful meeting. At this meeting 
the association will crystallize in a national way the 
thought of the master plumber. It will foster legal and 
co-operative efforts to elevate the plumbing industry. 
:veryone who attends will do so at the cost of valuable 
time and money, but everyone will be actuated by the 
belief that time and money so spent will mean better 
business and better conditions for the future. Our best 
wishes for a most successful convention are hereby ex- 
tended. 


Although building activity is well sus- 


Build for ™ , 
om tained—the latest report being that 
Future awarded during the first 


week of June were larger in value than those during the 


contracts 


same period last year—many students of business note 
that new building is in a declining rather than an in- 
creasing period, This decline, hardly noticeable yet 
when considering the whole country but more so when 
considering certain sections, has had little effect on cur- 
rent business because, so far, figures are slightly ahead 
of last year. But it is a trend to plan on in doing busi- 
ness and advice to “make hay while the sun shines” is 
always in order. 

Normal yearly requirements, on account of the con- 
stant growth of the United States, will always assure 
good building activity, but plumbing and heating pro- 
duction capacity demands more than normal consump- 
tion to engage it. Thus, the way out is to increase pres- 
ent markets. Potential opportunities for the sale of 
p'umbing and heating equipment, if taken full advantage 
of, will take up any slack. But to take full advantage 
of them requires effort on the part of all branches of the 
business and understanding of each branch’s problems, 
so that co-operation can be given intelligently. One thing 
is true—the industry is not asleep to its obligations and 
duties. The trend is definitely toward improved mer- 
chandising methods. 
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It is rather a copy-book lesson, but one which 
No could be applied to plumbing and heating with 
profitable results. to “No.” It 
should be said when the question comes up of whether a 
certain job should be taken at a price which does not re- 
A bid on a plumbing and heating in 


That is to learn Say 


turn a fair profit. 
stallation represents a knowledge built up by years of 
experience. As a rule, a contractor’s first bid represents 
a price which such knowledge tells him he must get 1f 
he is to make money. Too many of them, however, 
when told that others have bid lower than they have, 
in-other words, throw to the wind that 


Phat 1s 


cut their price 
experience and knowledge which they possess. 
where the will to say “No” would save such men money 


and benefit the whole business. 


Share tallation 
Pe ila out to be tricky things 
Responsibility times a he 


put in a job which he is a little afraid of and it will 
At other times, the same heating 


Heating installations often turn 
Some 


ating contractor will 


work like a charm. 
contractor will take particular pride in putting in a job 
exactly according to rules and it will give all kinds of 
trouble. But he is responsible for its efficient operation 
under the specified conditions and he must make good, no 
matter what the trouble. The unfair part of such an 
obligation is that, once in a while, it is not his fault at 
all. He has put in the job, according to specifications, 
but, when the building is built, poor construction makes 
it impossible to heat. Poorly set brick, faulty window 
design, inadequate chimneys and other phases of con 
struction, over which the heating contractor has no con 
trol, ruin the operation of a perfectly good heating sys 
tem. 

One large heating contractor believes that the building 
owner should have some responsibility about the opera 
tion of the heating plant, also. The heating contractor will 
guarantee his work, provided that the owner will guar 
antee proper construction in the other work on the build 
ing. Then, if a heating contractor lives up to his spect 
fications, and other contractors do not, it will not be his 
fault if his installation does not 
In other words, he does not want to shoulder responsi- 
bility for work not performed by him. 


function as it should. 














New President of the Progressive Florida Association 

















George H. McGhan Jr 


TAMPA. FLA. 


President, Florida State 
Association of Master Plumbers 


and Heating Dealers 
1926 -27 











Tu 


vill 








—— 


eet 


nin, we 


WW XS . aA 3 


seat 


2 
aa 









Publie 

Library 
at 

Louisville 


Convention Delegates Face Busy Week 


HAT is expected to be one of the largest con- along with members of the Ladies’ \uxihary, exhibitors 
/ ventions ever held by the National Association and guests indicate that the total number in attendance 

of Master Plumbers will be called to order — will probably reach the 1500 mark. 
Tuesday morning, June 22 at the Kosair Temple, Louis Klaborate preparations have been made to make this 


ville, Ky. The large number of authorized delegates convention one of the best as well as the largest in the 





PROGRAM 


Monday, June 21 cers afterwards. At 5 p.m. the delegates and guest 
\ meeting of the Board of Directors will be held will all join in a boat ride on the “America,” where 
at the Brown Hotel at 9:30 a. m., and a general re a buffet supper and dancing will be featured 


ception, with music, refreshments and dancing will a 
‘sday, + 22 
take place in the hotel’s ballroom at 8:30 p.m. ; i , 
Phe fifth business session will be held at 9:00 a.m 
Tuesday, June 22 , ‘ ’ ; 
nesneod " Phe last business session will be held that afternoos 


Che first business meeting of the convention will at 2 p.m. That evening the association has taken 
» held ; : Kosair Te : at 10; f° 
be held at the Kosair Temple at 10 a. m. Another over the entire Fontaine Ferry amusement park, and 

wine > j > > . ? > zi ; AS 
business session will be held at 2 p.m. At the free transportation to and from the park has been 


same time » ladie all take an ; bile ride : ‘ 
ime time, the ladies will take an automobile ride arranged. Iree amusement tickets will also be dis 


through the park system. At 6 p. m., Theodore tributed. The ladies will be entertained at a card 


Ahrens, president of the Standard Sanitary Mfg. party and luncheon at the Audubon Country Club 


Co., will tender a dinner at the Brown Hotel to the ee an a Toe Tame 

ay “a g ng and ; j 
Past Presidents’ Club and the officers and directors 
of the N. A. M. P. At 8:00 p. m. there will be an 


entertainment in the exhibit hall, followed by a dance 


A stag smoker will be held at 11 p.m. in the ex 
hibit hall of the temple, limited to members of the 


association. 


in the same place at 9:00. Friday, June 25 
Wednesday, June 23 For those who can stay over the extra day, the 
The third and fourth business sessions of the con- Standard Sanitary Mfg. Co. has arranged a tour of 
vention will be held at the Kosair Temple at 9:00 inspection of its Louisville plant. ‘The delegates and 
a.m. and 2 p. m. The Women’s Auxiliary will — guests are to meet at 9 a. m. at the Brown Hotel. 
meet at the Brown Hotel at 2 p.m. The ladies will Luncheon will be served at the plant and the trip is 





| have luncheon at the hotel, and will elect their offi- expected to be over by 2:30 p. m. 
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history of the association. The increased interest in busi- in brief is published at the bottom of page nineteen, 
ness problems of the plumbing and heating industry Many manufacturers have taken space in the exhibi- 
which has been shown in the state conventions, assures _ tion hall, and have worked up plans for displays of their 
that this national convention will be alive with inter- products. A list of the exhibitors, and the space they 
esting and instructive discussions of these problems. The have reserved in the hall is published on these pages, 
social side of the convention has not been neglected, along with a floor plan of the booths. On other pages 





and an unusual entertainment program has been ar-_ will be found a short resume of what most of the ex- 
ranged, for both the men and the ladies. The program hibitors will have on display in their booths. 











es 
List of Exhibitors 
Booth Sec Booth Sec Booth 
No. tion No. tion No 
American Brass Co., Duro Co., Dayton, tepublic Brass Co., 
Waterbury, Conn.. 11 Cc SRD. eich hone 9 ‘ 12 A Cleveland, Ohio ... 12 ( 
American Pin Co., EverHot Heater Co., Ridge Tool Co.,, 
Waterbury, Conn.. 4 E Detroit, Mich..... 1 E Elyria, Ohio...... 14 | 
American Radiator Excelso Spec’lty Wks., Robbins, Gamwell & 
Co., Buffalo, N. Y. 3-4 B | eS a 11 B Co., Pittsfield, Mass. 13 A 
Jj. H jalmer & Co., Good Mfg. Co., New Ruud Mfg. Co., Pitts- 
Newark, N. J..... 2 A oo. a: 4 Cc Durem, PO. .. 2600. 9 R 
Black & Decker Mfg. Hoffman Heater Co., Sanitary & Heating 
Co., Towson, Md.. 9-18 A Louisville, Ky.... & B Engineering, New 
Blue Seal Chemical Hoffman Specialty Work COM os ces a 1 D 
Co., Roselle, N.J.. 7 6. Co., New York Cy. 10 C J. A. Sexauer Mfg. 
The Borden Co., War- The Hotstream Heater Co., New York City 28 C 
ren, Ohio Sane 17 S Co., Cleveland, Ohio H A Sloan Valve Co., Chi- 
tridgeport Brass Co., Jenkins Bros., New 2 ee ee 11 1) 
Bridgeport, Conn.. 18 B TOCE GY ow eas 19 fe Speakman Co., Wil- 
Carnegie Institute of Johnson Murphy Co., mington, Del. .... 6 F 
Technology, Pitts Detroit, Mich 12 E Standard Sanitary 
burgh, Pa 10 E Josam Mfg. Co., Cleve- Mfg. Co., Pitts- 
Central Foundry Co., land, Ohio ....... 14-15 B burgh, Pa....5... 1-2-3 (| 
New York City... y A Knott Mfg. Co., Tell Toledo Pipe Thread- 
Central Tube Co., i, Ao 8 A ing Machine Co., 
Pittsburgh, Pa.. 1 A Kohler Co., Kohler, Toledo, Ohio ..... 9 ( 
Chicago Faucet Co., ere ee ee 6-7—8-9 D Trenton Potteries Co., 
CHICOMO 6. ceca. : 14 A Ladies’ Auxiliary, Trenton, N. J..... 7 B 
Chicago Nipple Mfg fr re 3 E U. S. Sanitary Mfg. 
e., CREO ...%. 18 & Thomas Maddock’s Co., Pittsburgh, Pa. 10 1) 
Chicago Pipethread Sons Co., Trenton, Universal Sanitary 
Machine Co., Ra- Bs conse araia ees 4—5 F Mfg. Co. New 
Cee. WEE. xi.ccuis 13 E Milwaukee Flush el ae re 2 K 
C.F. Church Mfg. Co., Valve Co., Milwau- Vaile-Kimes Co., Day- 
Holyoke, Mass. . 3 A ae 1 F AOE asa bss 9 KF 
Cleveland Gas Burner Mueller Co., Decatur, Van Praag Sales Corp., 
& Appliance Co., i eee ear er 12 D New York City ... 13 C 
Cleveland, Ohio... 5 B National Tube _ Co., Jos. A. Vogel Co., 
Columbia Sanitary Pittsburgh, Pa.... 12-13 B Wilmington, Del... 11 F 
Mfz. Co. Louts- Nye Tool & Machine Walker Dishwasher 
_ 12 F Works, Chicago... 17 A Corp., Syracuse, 
Coyne & Delany Co., Oster Mfg. Co., Cleve- bites , ait 2 KF 
Brooklyn, N.Y... 15 A NRG SIND + + 0+ +s 6 © a 
Crane Co., Chicago... 5-6 C Philadelphia Meter Co., Camden, N. J. 16 ( 
f Co., Philadelphia, Weil-McLain Co., Chi- 
A. F. Curtin Valve (eer re 6 A NN its and sate ede oraceia 1-10 B 
Co., Medford, Mass. 11 K Pierce, Butler & Wolff Mfg. Corp., Chi- 
Detroit Range Boiler Pierce Mfg. Corp., ee et eee 3-4 1D 
& Steel Barrel Co., New York City... 2 D Wolverine Brass 
Detroit, Mich..... 5 Cc Pittsburgh Training Works, Grand 
Domestic Engin’ering, School for Appren- Rapids, Mich..... 5 D 
Chicago -+eeee- 10-11 A tice Plumbers, Pitts- Woodward - Wanger 
John Douglas Co., oS 10 F Cé., Philadelphia, 
Cincinnati, Ohio .. 6 B Pittsburg Water | ere err 7-8 F 
Duriron Co., Inc., Day- Heater Co., Pitts- “Xx” Laboratories, 
er 3 F burgh, Pa. ....... 14 C New York City.... 2 2B 
— 
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What the Exhibitors Will Exhibit 








R. E. Mizener, C. M. Hall, W. M. ments. L. W. Grout, 8S. P. Hack- 
Silliman, J. K. Courim, L. C. ley and A. D. Guion will be in 
Will show along with the dis- Gehring, B. L. Brown, A. Lee attendance at the booth 

play of various sizes of brass Proctor and R. D. Black will be 
pipe means of distribution of in charge of the demonstration. 
brass pipe to the consumer. The 
representatives are W. W. Roach, 
W. D. Martin, Jr., R. E. Coan and 
W. H. Dowd. 


American Brass Co., 
Waterbury, Conn. 


Central Foundry Co., 

New York City 

Sine Seal Chemfen! Oo. Will have J. J. Crotty exhibiting 

Roselle, N. J. soil pipe, lead locked hubs, re- 
Will have Arnold Stahl and Louis vent and drainage fittings and 
Klinger in charge of the com- drain traps. 


American Radiator Co., pany’s exhibit. They will show 


Central Tube Co., 


Buffalo, N. Y. a full display of drain pipe sol- 
Tanks for hot water supply, vent and double strength boiler Pittsburgh, Pa. 
stoves, heaters and radiators will liquid, exhibited in the same Will exhibit black and galvan- 
be the features of the exhibit. manner as a window display. ized pipe, with bent samples, 
The company will be represented both black and white conduits, 
by Messrs. Barr, Loretz, Hay and Bridgeport Brass Co., and will demonstrate the thread 
Moonan. Bridgeport, Conn. ing, cutting and bending of their 


pipe. C. G. Hutton and David 
Smythe will be in charge. 


Will show an installed flush 
valve and a cut open flush valve 
It will also exhibit a large num- 
Will have an action exhibit of ber of tubular plumbing goods 


Black & Decker Mfg. Co., 
Towson, Md, 
Chicago Faucet Co., 
























































































interest which will demonstrate of its manufacture, as well as Chicago 
tools in actual use under power. several historical advertise- Will have an exhibit of its prod 
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Floor plan of exhibition hall Kosair Temple 
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What the Exhibitors Will Exhibit 


Chiengco Pipethrend Machine Co., John Douglas Co., 


Racine, Wis, Cincinnati, Ohio 


\ rel ' d 1 J 
} H 1 tap 
| } rth ne 
, nal 
Cleveland Gas Burner & Appliance t ind hard ru eT mpound 
(o., ] et ents 


Cleveland, Ohio 
The Duriron Co., Ine., 


if ! 
Dayton, Ohlo 
} I WY » : 
T M \ I i 1) 
t xhibit ] 4 } 
- 
: } 1 " tr } la 
1 1 t I thi era 
. Tor t nd nf ‘ } . 
eft t n p ferent 
! M. W S t 
1 t hibit 


Columbia Sanitary Mfg. Co., 
Louisville, Ky. Duro Co., 
Dayton, Ohio 


} W t ‘ 

( ( Luter t t n fo 

' | j ha \ ind « lls 

I I iter t ! nele 

Coyne & Delany Co., ind double-acting deep well evl 
Rrookiyn, NV. Y¥. inder iutomatic water ften 
“WV — ; 1 r r er hand operated water yiften 

I 1 | er ind t \ ! 

f ! vn rhe 1 rey 

t r co Cc. 8 Bur 

nm. & 3 ld, W J. Lantz, I 

Crane Co., T. Hort Williar HT. Tee a. ae 
Chicago Phare R. A. Routsong, E. P 
\\ , t) Ramey Henry Pettengill, Wil- 

, bey — ¢ im Hunt W H. Spear JI. M 

ter te ' ts er and Hand 


EverHot Heater Co., 





1 Detroit, Mich. 
\" 4 | “a " 
‘ | ( = am gen 
A. F. Curtin Valwe Co., om ) ! Pr. J I 
Medford, Mass. Frank W. Shuel Eimer Kk. Led 
t VM I. Vallett H ld W 
; suse tors Cheel, L. P. Eaton, Es W. H , 
' R. J. St R. HW. Ritel R. } 
naTrE hue I. V. Baer, L. H. Lett 
| At rl mer ] hi ma 
iter heat h dup to oper 
Detroit Range Boiler & Steel t nder la itor naitior 
Barrel Co. with calorimeters, thermometers 
Detroit, Mich. ind various other indicating d« 
Will show ' tor = 
heaters, rar i er Excelso Specialty Works, 
fety ¢ tr ind Buffalo, N. Y. 
The booth w Will maintain an exhibit of di 
M. Parker, R rect and indirect water heater 
Par rand Mr. Birtet of ur from illon 
o 8ot i n canacit 
Domestic Pingincering, 
Chicago Good Mfg. Co., 
W | 1) New York City 
Vir ) ‘I Carson R \ W. Lb McCurdy Grove. . 
; ! ] i el G Davis and F, W. Robinson wil 
Hutel t 5 King Cha i be in charge of the booth Th 
I LL. W. Brit I) M. Ker company will have an exhibit of 
Rn. P. Wettst Tr. H. Craigs rubber in all of its stage from 
bb Bler nd R. H. Parter the crude ham to the finished 
\ j ittract , t product, as well asa large num 
maiz ber of repair products of the 
rtr te company 


Hoffman Heater Co., 

Louisville, Ky. 
Will display a complete line of 
torage, instantaneous and tank 
water heaters The exhibit will 
be in charge of F. J. Hellengass 
H. F. Hicks and C. B. Allison 


Joxam Mfg. Co., 

Cleveland, Ohio 
Will be represented by Josep) 
Hirshstein, M. B. Koblitz, FE. H 
Gardner, M. J. Hirshstein, G. W 
Busch, Leo Mayer, F. M. Wilcox, 
M. A. Sisk, H. H. Engeling, H. A 
Stamper, I. L. Roark, FE. J. Heal 
and H. B. Fridstein They will 
be in charge of an exhibit of 
floor, shower, urinal and_ roof 


drain sewer valves, check 
alve combination closet fit 
tings eccentric flange union 


conerete inserts and SWimming 


pool equipment. 


Thomas Maddock’s Sons Co., 

Trenton, N. J. 
Will exhibit a new style of mir 
iature bathroom It will also 
display several regular fixture 
such as lavatories, closets, uri- 
nals and bidets A. M. Maddock, 
J. F. Kelly, E. B. Lane and John 
Morri will be in attendance at 
the booth. 


Mueller Co., 
Decatur, Til. 
Philip Mueller, C. N. Wagen 
ller, Floyd V. Johnson, O. € 
Draper, George White and Wil 
liam C, Heinrichs will display an 
illuminated board showing the 
mpany’s line of brass good 
against a black velvet back 
ground 


Nye Tool & Machine Works, 
Chicago 
Will display tool chests, pips 
cutters, cutter wheels, dies and 
tools William Clement and © 
D. Lysdale will be in charge 


Pierce, Butler & Pierce Mfg. Corp., 
New York City 
Will display an exhibit of boil 
ers, radiators, packless valve 
and a line of heating accessories 


Pittsburg Water Heater Co., 

Pittsburgh, Pa. 
Is going to display several mod 
els of its water heaters, The 
following men _ will represent 
the company: Hartley G. Walk 
er, E. A. Krah, Jr., J. W. Schaupp 
N. A. Capo, O. M. Dillman, Ber 
Thole, R. A. Brucker, 


Ridge Tool Co., 

Elyria, Ohio 
Will show wrenches of regulat 
and special types, vise stands 
post vises and bench vises. C. H 
Ingwer, E. EF. Preston and Hugh 
D. Greer will be in charge 


Robbins, Gamwell & Co., 
Pittsfield, Mass. 


tepresented by Charles KE. Lit 
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What the Exhibitors Will Exhibit 





tle and N. S. Gordon will give Standard Sanitary Mfg. Co., tener nd wate upply y 
demonstrations of the power Pittsburgh, Pa. m featuring th latest de 
threading machine They will Will maintain a display of vitre velopment in automatic water 
also display indirect water heat ou china, enameled ware softener equipment L. R. Ebert 
ers brass goods, of which W will be in charge of the exhibit 
. 1 ' 
Burke will be in charge Weil-MecLain Co., 


Ruud Mfg. Co., 
Chicago 





Pittsburgh, Pa. Toledo Pipe Threading Machine Co., 
Will be represented by the fol Toledo, Ohio Scientifi©e combustion boilers and 
lowing: F. A. MeFerran, C, F Will have W. R. Vosper, C. A domestic water heaters will be 
France, M. N. Smith, R. B. Chap- Wagner and C. Brokaw supervis exhibited It will also show 3 
man, Fred Espenschied, E. L ing its display, which will include some of the bathroom advertis 
Rogers They will exhibit a a line of pipe threading and cut ing which might be adopted by 
complete line of the companys ting equipment. master plumber associations 
water heaters, including cut-out Martin Weil, George W Heth, 
heaters to show design and con Trenton Potteries Co., Harry S. Welch and G. Bk. Mureh 
struction. Trenton, N. J. will be in charge of the booth 

J. A. Sexauer Mfg. Co., A display of vitreous china lav- Wolff Mfg. Corp. 

New York City atories and water closets will Chicago 

be the feature exhibit M. W 
L. C, Whitney, B. C. Hecox, C Lansing, A. C. Hoffman and John Will show a line of enameled 
A. Green and B. E. Goerler will E. Moore will show stereopticor ware and another of plumbers 
be in attendance. They will dis views illustrating the process o brass goods 
play plumbing and heating spe inuf ture o 1¢ oO y’ 
cialties among which are waste Seay tees ire of th SOyens Wolverine Brass Works, 
pipe cleaner, enamel cleaner and Grand Rapids, Mich, 
tank bulbs A toilet tank in tniversal Sanitary Mfg. Co., Will display a complete line of 
operation will be a feature of New Castle, Pa, plumber brass goods and spe 
the exhibit. Rooth will be attractively set off cialtthe Lat ‘ Cornelius 
with a complete bathroom’ in Otto G, Jentseh, R. Ek. Larson, H 

Sloan Valwe Co.,, color, in which the different col Km. Rader and B&B. ©. Brown will 

Chicago ors will be harmoniously ar supervise the exhibit 
Will display several special mod ranged to please the cye Fred 
els of flush valves, some through hiten. Hl I. Dummer: W. K, MM Woodward-Wanger Co., 
working models KF. R. Moody A fer pe H. S. Kirk will be the Philadelphia, Pa. 
and A. E. Nealy will be in representatives. Cc. W. Wanger and George M 
charge. Durgin will exhibit parabals, 

U.S. Sanitary Mfg. Co., washers and seats 

Speakman Co., Pittsburgh, Pa. 

Wilmington, Del, Havold A, Grout and John D “X" Laboratories, 
Will exhibit shower bath heads Smith will be in charge of thy eer Tae Sey 
and mixers, bath fixtures, tub booth and will display a bath Will be well represented at the 
fillers, lavatory fixtures, valves, tub, a double drain board sink exhibit by E. R. Tollfree, J. W. 
sink fixtures and cut open sam and a lavatory. Gannon, Lewi Phillips, Arthur 
ples showing details of construc Phillips, FE. W. Sanborn, W. T 
tion. The booth will be in Vaile-Kimes Co., Mayfield, R. EK. Cramsi« LE. DBD 
charge of Harry Harte and Cliff Dayton, Ohio Patterson and Philip M. South 
Mahaffey. Will display automatic« Water worth 








Trailing the Lost Air 
By EF. O. Eastwood 


“Hello! Is this the professor of heating and ventila- for a number of years before the complafnt was made 


tion?’’ It did not require long or deep thought to decide that 
“Yes,” something must have happened during the interval be- 
“This is the president of the university. I have a small tween these satisfactory and unsatisfactory performances. 
residence and the tenants report very unsatisfactory per- If the ducts were large enough several years previous, 
formance of the heating plant. Will you see if you can’ they could not have shrunk in the meantime. It was evi- 
find out the trouble with it?” dent that a great deal of coal had been burned and that 


This conversation took place in the fall of the year the boiler had been very hot. The fire pot had been 
When we suddenly came to the realization of the fact that cracked. There was no obstruction in the pipes, and, even 
we had forgotten about the heating plant and that it must had some obstruction existed, not all leaders or stacks 
be revived, repaired or replaced. would have been affected similarly. The air supply was 

I made a personal inspection of the premises and found all taken from outside—at least the duct in the floor sug- 
conditions as follows. Repairs had recently been made. gested that. Examination showed that the entrance to 
A new fire pot had been installed and some plumbers had the supply duct was at the ground level, but on examin- 
advised that the plant was too small and that various re- ing the exterior no such inlet was found. Grass was 
pairs must be made so that it would provide a sufficient growing all around the basement so a little excavation 
amount of heat, was necessary to uncover the opening to the fresh air duct. 

Investigation showed that the heating plant was not in’ In making delivery of coal, the opening had been closed 
as good shape as it might have been, but inquiry revealed and subsequently covered and grown over. I so reported 


that the system had heated the residence satisfactorily to the president. I have heard no complaint since, 














Good Judgment 











Window display which took first prize in nation-wide contest 


By MILT MARVELS 


HERE ARE a number of pitfalls awaiting the man 

who goes into business for himself. While we are 

getting through those years when we are gathering 
experience under the supervision of others the path of the 
management seems rosy and full of ease. It is only 
human to discount the problems which our ambitions will 
bring about. We’re all perfectly willing to believe that 
“every day’ll be Sunday bye and bye,’”’ when we have 
stepped up into the executive class. 

I suppose that it’s only natural when a young man sets 
up his own place of business that he likes to take the 
work of prominent people. That, it seems to him, will 
be the easiest and quickest way to establish himself. It 
will, with one provision: if those prominent people are 
willing to pay his price. It will not establish him if he 
allows the “big mogul” of his town to use his position to 
make his own price. 

It’s mighty difficult, too, when a man has opened that 
spick-and-span store and office and shop, and is anxious 
for customers, to pass up any job. When some well- 
dressed man or woman comes in and with a high-class 
air about them orders this or that done, it’s easy to 
neglect looking into their credit standing. And it’s diffi- 


24 


cult, even if it is found that they aren’t very good ‘‘pay” 
to turn them down. 


NOT VOLUME, BUT PROFIT 
ND THEN there is always the bugaboo of volume 
A We want those first years to look big. We want to 
“Yes, I did so and so many thousands of dollars’ 
worth so far this year,” while in the back of our heads 
runs the thought, “But at mighty little profit.”” All these 
are problems besetting the business man new to the 
problems of management. Not all of us are gifted with 
the good judgment to sidestep them and to cling to sound 
business principles when that means watching business 
that we might have had go elsewhere. 
But every time a man yields to the temptation to let 
a customer set his own price just because he’s a big man, 
or takes a job without looking into the credit standing 
of his prospective customer, or lets the idea of volume at 
any price blind him to the fact that he’s in business to 
make a profit, just so often does he set himself back and 
delay his ultimate success. 
Now, it takes straight thinking to avoid these m 
consistently. A man has to see clearly just whet he’s 


say: 


takes 





et ak oe ot ok 
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aiming at, and weigh correctly the various excuses we radiator heating in March——-you can’t make your cus- 


make when we make an occasional detour off the straight 
line of sound business policy. 

What’s the correct answer, for instance, to the state- 
ment that taking business at any price from a prominent 
member of the community is good advertising. Here’s 
how R. T. Morrill, of Beloit, Wisconsin, has that situa- 
tion sized up, or the situation where a man takes a big 
job just because it is big, whether there’s any profit in it or 
“It has been a practice with some men to see how 
big a shop they could run. The larger the job the more 
they wanted it, regardless of the price. When asked why 
they took it so cheap they said, ‘Look what an advertise- 
ment it will be.’ And yet that same man would not spend 
a hundred dollars a year in advertising.” 

That is the weak point in the argument. That kind of 
advertising isn’t worth having. Just examine it and see 
what is the result. We take a big job, just because it is 
big, and we disregard the profit ele- 


not: 


tomer talk about anything but the job you did for him 
Mr. Morrill the newspaper to merchandise timely 
items and service. The ideal combination is to make your 
satisfied customer set down his satisfied thoughts on paper 
and use his letter in your own advertising. Then you’ll 
know it’s being used correctly and at the right time. If, 
last October, you installed a heating job for one of your 
customers, the time you want his testimonial about your 
work is next fall when people are thinking about providing 
for winter. To have him talking heating plants in the 
middle of July won’t bring any immediate response. But 
if you have his recommendation you can use it at the time 
when it will work best. 

Especial attention is paid to merchandising the window 
displays in Mr. Morrill’s shop. Once a month the display 
is changed and is made to pay for itself by special sale 
occasions which attract new customers. The photograph 

which accompanies this article is of 


uses 


a display entered into a contest held 





ment. Maybe we don’t even break 
even. But we pat ourselves on the 
back because it’s a big job and it is 
a good advertisement. If the people 
for whom that job was done do take 
the trouble to pass on the word that 
we did it, be sure they will pass on 
the idea that ‘‘you can get it done at 
your own price.’’ With that expecta- 
tion the new prospect will come to 
us and we won’t get the job unless 
we do let him set his own price. It’s 
hardly worth while to build up a 
reputation for good work—if that 
can be consistently maintained when 


MILT 


As Mr. 


” 


man. 





Every time a man lets a customer 
set his own price, just so often does 
he set himself back and delay his 
ultimate success. 

It’s hardly worth while to build 
a reputation for good work if we 
offset it with the idea that we do 
that good work without a profit. 
Morrill says: 
watches his credit 


by the makers of Ivory The 
photograph took first Every 
thing for the 
room is there and Mr. Morrill rightly 


Cer 


soap. 
SAYS: place. 
needed average bath- 
judges it to be a good display. 
the the 


agreed with him. 


tainly judges of contest 


EARMARKS OF MERCHANDISING 

WO THINGS mark usually the 
yo ewer store where the man 
agement convinced of 
the First 


is the actual showing of accessories 


‘“‘He who 


is a business has become 


profit in merchandising. 








we aren’t making money—if we off- 
set it with the idea that we offer to 
without profit. 


do that good work 


“WE WATCH CREDITS CLOSELY” 


ERHAPS nothing is quite so hard as to have to pass 
P up a sure job because the prospect’s credit is poor. 
It’s a sure job with that sort of person because usually he 
is coming to a new place of business to get something 
done which those he has already dealt with have refused, 
or would refuse if he asks. So he comes into another 
shop and makes it plain that he isn’t shopping around. 
He wants this piece of work done and he simply has to 
give it to the first man willing to do it. 

Mr. Morrill says: ‘‘We watch our credits very closely. 
We keep our own credit good by watching the credit of 
our customers. He who watches his credits is a business 
man.”” There is a steady conviction growing in the in- 
dustry that credit conditions must be tightened up for 
the good of all—to protect those, whatever branch of the 
industry they represent, who injure their own business 
by granting credits without proper study of the condition 
of those to whom the credit is extended. Modern busi- 
ness is done on the basis of credit. To destroy credit is 
pretty much the same thing as if we were to take the 
actual money we handle and deliberately use it, as the 
multimillionaire hero used to do in thrilling melodramas, 
to light cigars. 

Mr. Morrill prefers to have his advertising sound and 
aggressive, rather than hoping to get advertising value 
out of jobs taken at a loss, or rather than simply letting 
his satisfied customers talk about his service. Once a 
week his local newspaper carries his advertising. Satis- 
fled customer advertising is quite all right as far as it 
g0es. But you can’t instruct the satisfied customer that 
you want him to talk about extra bathrooms in June, and 


of towel bars, of soap dishes, of 
medicine cabinets, of bathroom glasses and glass holders, 
of bath brushes, of bathroom scales——-of the many things 
which in so many communities people are forced to buy in 
the hardware store. Mr. Morrill believes in carrying ac 
cessories because obviously they bring new customers. His 
further reason is that this coming of new customers makes 
it necessary for the plumbing merchant to fix up his store 
so it will compare favorably with other retail establish 
ments. The other mark of the merchandising shop is the 
pricing Mr. Morrill he 
prices them because ‘‘there is no mystery’’ then about their 


of commodities displayed says 


cost. A person can examine the fixture, learn the price 
quickly and make comparisons with other furnishings for 
the home. If fixtures were priced more generally, thers 
would be less feeling that prices of plumbing goods ars 
high. ; 
New customers are secured through special events like 
“dollar day’ and no small number of customers are cred- 
ited to the “plumbing shop on wheels” which carries Mor- 
rill service to every part of the city and does much to make 
satisfied customers. There’s a powerful bit of psychology 
in that ‘“‘shop at your door.’”’ Every man knows the num- 
ber of necessary repairs which are allowed to drag along 
until it becomes absolutely necessary to have them made. 
Back of that delay is frequently the feeling that it’s going 
to cost a great deal. Advertising a “plumbing shop on 
wheels” effectively stops any thought about time lost in 
returning to the shop. It makes the customer satisfied 
that the charge is correct the has 
started on it. 

At association meetings of one kind or another you hear 
a great deal of grumbling and a great many times you’ll 
hear someone ask “What can we do about it?” referring 
to the practices of competitors. There’s not always a lot 


before journeyman 


(Continued on Page 68) 











Study this problem, copy the layout on tl 


lines Send your solution to “Domestic 





—H EATING PROBLEM 


Round Table Chairman and discussed by him in a Round Table article a few weeks later 


Table takes up a new 


ie following page and then draw in the pipe 
Engineering” and it will be analyzed by the 





“@ HE DRAWING on the ooposite page represents a 
vacuum heating system The members are to draw 
in all the piping required for a vacuum system. 

The system is fed by high-pressure boiler No. 14 and 
it will be necessary to use a pressure-reducing valve to 
reduce the high-pressure to 1 lb Draw in this pressure 
reducing valve and show at Fig. 16, a line running to the 
laundry (in which high-pressure steam is used) and on 
this line show such steam specialties as you feel are neces 
sary. The high pressure line No. 15 is the supply line 
to the boiler feed pump and should connect with line 15, 
indicated on the boiler feed pump. No. 27 is the steam 
cylinder of this pump and No. 20, the water cylinder 
Fig. 29 is the exhaust from the steam cylinder and this 
exhaust should be connected to supply line No. 19, so 
that it can be used for heating purposes No. 17 indi 
cates the return riser and No. 18, the supply riser. Supply 
line No. 18 is to feed radiators Nos. 30 and 31, and return 
line No. 17 connects to radiators 32 and 33. 

The members are to draw the supply line for radiators 
32, 33, 34 and 35, and also the return line for radiators 
30, 31, 34 and 35 In drawing supply and return lines, 
remember to make connections short as possible. Return 
line 17 to connect with return on the vacuum pump No. 25 

The vacuum pump, No. 22 is motor-driven and the 
Round Table members are asked to draw in the piping 
on the discharge of the pump connecting same with the 
receiving tank No. 21 The boiler feed pump takes its 
suction from the receiving tank and the members are to 
draw in all the piping, showing how the water is dis 
charged from the boiler feed pump into the boiler and 
also show the necessary check valves, ete., required On 
the exhaust from the steam cylinders of this pump, show 
the location of the oil separator The vacuum gage is 
located incorrectly. Give proper location 

I have indicated the main supply line No. 19 and also 
the return line No. 17 and both should be continued i 
will add that the members should fill in any piping outsids 
of those mentioned which they feel are necessary to make 
the system operative and complete in every respect. The 
are also expected to show on the receiving tank, the 
atmospheric vent connection, and if any appliance i 
necessary on this connection, show this also 

Where the return line enters the pump header (see 
No. 25) I have shown a short nipple in the T The 
class should draw in whatever is necessary to operate this 
system as a gravity job and a cross connection in case the 
vacuum pump should fail. This connection should be 
drawn so that the water will not be wasted into the sewer 
but will be returned to the boiler by means of the boiler 
feed pump 

The lower part of the drawing shows a steam-driven 
vacuum pump. No. 9 represents the steam cylinder and 
No. 10 the water cylinder. No. 11 is the steam supply 
line to the pump and the members should draw in the 
space marked with No. 12, the vacuum governor and a 
by-pass. around the vacuum governor with the necessary 
valves, so that the pump may be run direct from the steam 
supply line or the steam may be controlled by a vacuum 





Showing a steam driven vacuum pump properly connected 
to a vacuum governor, by-pass and tubricator 


governor The diaphragm connection from the vacuum 


governor must be run to a point on the suction line (No 


26) so that the vacuum on this line will control the speed 
of the pump 

No. 8 is a globe valve and No. 7, a suction straine! 
The members are asked to show on suction line No. 26 


the proper connection by which the water of condensation 


may be run to the boiler feed pamp direct in e the 
steam pump is shut down for repairs. Discharge line No 
{ should be continued and proper specialties, ilves 
checks, etc., shown, enabling this pump to discharge into 
a receiving tank, located 10 ft. above the pum] 

The globe valve No. 28 represents the conn: n to 
the lubricator. The members should draw in the prica 
tor and the other connections Pipe No. 13 connects t0 
the steam gage of the heating system. Gage No epre 
sents the vacuum gage which is to be connected to the 
proper place so that it will show the vacuum on y 
tem. No. 3 may represent either a check valve o! globe 


valve and this decision is left to the class. 


Your Chairman 
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Practical Plumbing Practice 


The Schoolmaster goes over a number of drawings with the class. 
“‘On the average,’’ he says, “‘the work is 
excellent with many fine layouts’’ 


‘ig. 3.—Jas. N. Jolly, Pensacola, Fla. 

‘ig. 4.—Shorty,” Cincinnati, Ohio. 

‘ig. 5.—H. R. Mason, Indianapolis, Ind. 

‘ig. 6.—Allen Myers and Co., Rock Island, III. 
‘ig. 7.—W. H. Laugheine, Waukon, Iowa. 

‘ig. &8—W. H. Laugheine, Waukon, Iowa, 
‘ig. 9.—Chas. Blaeser, College Point, L. L 

‘ig. 10.—W. R. Brown, Pittsburgh, Pa. 

“ig. 11.—M. H. Stapleton, Lewistown, Mont. 
John Spudick, Green Lake, Wis. 

‘ig. 13.—O. J. Duncan, St. Louis, Mo. 

Wig. 14 Ray J. Toner, Oshkosh, Wis. 

‘ig. 15.—C. Wilkie, Schenectady, N. Y. 

‘ig. 16.—Rudolph Zimmer, New York City. 

‘ig. 17.—F. F. Badalamente, Miami, Fla. 

‘ig. 18.—"F. L. W.,” Long Beach, Calif. 

‘ig. 19.—Geo. W. Maxwell, Harwich Port, Mass. 
‘ig. 2U.—Frank E. Quirk, Peabody, Mass. 

‘ig. 21.—Jack O'Brian, Roundup, Mont. 

ig. 22.—-Geo. H. Houck, Pottstown, Pa. 


HE PLUMBING problems have been going along 
splendidly, attracting much attention, and as we 
believe, accomplishing much good. 

Occasionally we have been told that some of the prob- 
lems were a bit difficult, and suggesting that it would be 
a good plan once in a while, to run a problem of simpler 
character. We have considered this matter, and took note 
of it by presenting in the Feb, 27th issue, two very simple 
problems. We realize of course that the vast number of 
plumbing operations are of the more simple character, 
and judge from the number of replies that have been re- 
ceived, that the interest in the small undertakings is as 
keen as in the larger ones. 

In the case of this problem, we have made a variation 
by substituting something different from the incorrect 
drawing problem. We have given a skeleton drawing 
showing the various plumbing fixtures in their proper 
location, indicating where we would like to have the main 
stack located, and asking to have the complete plumbing 
elevation worked out. We also have asked that instead of 
making the drawing in accord with a local plumbing code, 
it be made in accord with the individual’s own best judg- 
ment, with special attention given to the simplest possible 
system of venting. 

The answers to this problem thus far received, are the 
following: 


3—W. E. Glover, River Rouge, Md. 
4.—Edward Speck, Buffalo, N. Y. 
5.—Rafael Miro, San Juan, P. R. 
—Louis Liess, Union City, N. J. 
Alfred T. Walter, Milwaukee, Wis. 
Geo, R. Monroe, St. Cloud, Fla 
Solomon Wanser, Far Rockaway, N. Y. 
—M. F. Waldron, Harrisburg, Pa. 
.—F. March, Manhasset, L. I. 
—W. F. Fox, The Dalles, Ore. 
—O. Lindahl, Oakland, Calif. 

Jas. L. Howard, Paterson, N. J. 
—Walter Brown, Columbus, O. 
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Fig. 1.—E, F. Niuhlenpoh, Lockland, Ohfo. ig. 
Fig. 2 Alfred Johnson, Bellingham, Wash. 
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Put this salesman 
to work for you! 


ISPLAY this carton in your window 
on your counter. Airid’s own 
popularity will do the rest. 


The carton holds a dozen Airids. Open 
the lid and the display is ready. The 
sale is assured. The profit is worth 
going after. 











Manufactured and guaranteed by the 


AMERICAN RADIATOR COMPANY 


Specialties Dept 


{ 816 S. Michigan Ave Chicago, Ill 
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Fig. 38 Bob Padula Albany, N y 
Fi Albert I Bethany, Mo 
Fig. 40 G. W. Broomfield, Brantford, Ont 
Fig. 41 R. A. Coen, Pennington Gap, Va 
Fig. 42 Fred C. Speich, Tacoma, Wash 
Fig. 43 John Cersosin Coneord Junctior Ma 
Fig. 44 A. McHenry, brooklyn, N. Y 
Fig. 43 David Ross, Vancouver, B. C. 
Fig. 46 W. J. Atz, Atlantic City, N. J 
Fig. 47 4jeo. W. Hardin, Humboldt, Kans 
Fig. 48 J. Frank Lonas, Knoxville, Tenn 
Fig. 49 Anton Plashko, Jr., Oshkosh, Wis 
Fig. 50 W. C. Williams, St. Louis, Mo 
The drawings from No. 37 to 590, inclusive, will be returned 
to the senders by letter long with the comments of the 


Schoolmaster 


The problem that we have to contend with this time is 
really two the layout for a single 


house, the other for a two family house. 


problems, one being 
Simple as the two systems actually are, we shall find 


quite a bit to criticize, but we know of no better way to 
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learn than to study such criticisms as we offer, which by 
the way, are always offered with the best intentions, and 
looking only for good to the one criticized. 

To new members of the Class, it should be explained 
that the Plumbing Problems are published on alternate 
weeks in “Domestic Engineering.” Readers send in their 


solutions. The solutions sent in over a period of four 


or five weeks are then published and commented upon 
im a “Schoolmaster” article. This is a “Schoolmaster” 
article. 


“NOME of the very common errors, those that occur 
S many times in the drawings, we are going to cover 
with a single general criticism, as follows: 

Refrigerator traps are not shown in Figs. 9, 16, 17, 24, 
29, 30, 31, 34, 37 and 44. 

Plumbing codes very generally demand that when there 
are two or more refrigerators on two or more floors, they 
shall be served by a vertical line of pipe passing through 
the roof. The running of this pipe through the roof has 
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been overlooked in Figs. 8, 9, 11, 16, 17, 24, 27, 2s. 33, 
34, 35 and 49. 


It is always best to give refrigerator wastes as rp 
a pitch as possible, and in this problem it seems pos: ible 
to give the waste as sharp a pitch as desired. Flat r-‘rig- 
erator wastes are noted in Figs. 1, 3, 4, 5, 6, 8, 9, 10. 12, 
15, 18, 20, 22, 25, 32, 36, 40, 45, 46, 48, 49 and 50 

As we have often pointed out, square bends at the [vot 


of water closet vents, prevent proper drainage of conde nsa 
The use of the square 


ES, it, Be, 22, 25 


tion, scale, etc., out of such vents. 
bends in this way is noted in Figs. 9, 
29, 35 and 36. 

As we all 
superseded crown venting, and made the latter obsolete 
6,9, 20, 2a, 323, 13, 16 
40, 46, 49 and 


know, continuous venting has long e 


Crown venting is noted in Figs. 4, 
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50. In many of these cases only one or two instances of 
crown venting are to be found. We are not stating where 
it is to be found, but trust that each one will locate the 
vent for himself, and figure out how it could best be 
avoided. 

Many times it is not necessary to vent a fixture on the 
top floor that is located close to its stack. The reason for 
this is that the fixture is effectively vented by the vent 
extension through the roof. When this happens, the use 
of a special vent, while not an erroneous practice, cer 
tainly represents an unnecessary expense. This thing 
occurs in Figs. 4, 5, 6, 9, 11, 12, 15, 18, 23, 29, 32, 38, 
40, 41, 44 and 50. Fig. 27 seems to us to cover this 
feature in a very acceptable manner. Here both 1 and 3, 
besides 2, are stack vented, also 8 and 9, and all of this 
we believe to be good practice, and in line with the sim- 
plification of plumbing that we are striving for. We note 
that 1 is connected above 2, which is fine. When these 
two are connected with the bath connection below the 
water closet connection, the rush of water past the lower 
entrance is more likely to have siphonic influence, al 
though of course this would be much more serious on 
lower floors. In several instances, Fig. 14 for instance, 


(Continued on Page 60) 
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YOU SAVE FIVE DOLLARS 


Assembling this H 2370—a combination of the H 95214 Mixometer Shower Head which has a lever handle, allowing instant regulation of the 
Shower and Deshler Bath Fixture-——at our factory saves you five dollars 


Py és water's volume or force. 
in labor costs alone. It also makes the installation very simple. This 


assembly is thoroughly tested at the factory before being sent to you. The valves are the improved Hi-Seat pattern, having enlarged waterway, 
In addition, the Mixometer gives your customers instant control of the renewable seats, escutcheons adjust from 2% to 3% inches. The 
water’s temperature. The combination is furnished with the Anyforce finished wall line is indicated on the body of each valve 


SPEAKMAN Company, Wilmington, Delaware 


PEAKMAN SHOWERS 


and FIXTURES 
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SYPHON AIR VALVE 


| Embodying Do€& Jhermostatic Principles 


—— ~ . a ' ena arenes aperreaes ; 
a. Pieneit a eS roe eee, re ory Ce eae tes , Sea ff : ese mh ] 
wee tt ot welt - Jas asia aia saith Me ee AL Bt OOE | s new 


Quality materials and workmanship—proven The efficient construction of the venting seat 
efficiency of operation—special Dole thermo- —the improved Dole syphon—the special 
static principles—these are the factors that syphon lock collar and the float rest are a few 
make the Dole Syphon Air Valve in great of the special features with which every up- 
demand all over the United States. to-date steamfitter should be familiar. 


If you want a better air valve at a lower price, send for 
our diagram blue print showing detailed specifications 


THE DOLE VALVE COMPANY, 1923-33 Carroll Ave., Chicago, Ill. * 
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Advertising Editorial 


A NEW ONE EVERY WEEK— No. 22: 
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. $3,500) FOR SALE—LARGE LOTS IN BEAUTIFUL] Gt 
Mundelein: attractive price and tcrms. On. 
___MADDEN BROS., 140 S$. Dearb born-st. | oash 






price $1 


5.3 Tribune 
N_M_45. 


FOR SALE}, 


fOoxz 
A 7-room house, brick, hot | x Ble 








"est. | water heating plant. House |For,sal" 
PARK-AV. , oT" 
st. built for owner and not for |rq 7 


speculation. Has two 
baths. House can be seen 
at any time. Call at 7145 
So. Aberdeen. h 


FOR SALE—SHADED LOT: WTR. SEWER 
service, pvd. sts.. nr. rapid @ans.: $43 a 
ft.: 6 rm. mod. res, $2 
GATHERCO 215 
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An extra bath adds 
value to a house 


(Sau 


KEEPS YOU | 


FIT 





Ask for a 
free copy of 
“The Story 
of the Bath,” 
an histor- 
ical-health 
booklet, as 
interest- 
ing as a 
novel. It 
really is a 
story.” 


HAT phrase, “has two baths,” means 
greater income from a house or apartment, 
as well as a better price when it comes to 

selling. 

Not to mention the great comfort and conven- 
ience of the extra bathroom wherever there is a 
family of more than two persons. 

You will be surprised to learn in how small 
a space a modern bathroom may be installed. 
Drop in, or telephone, and we will be glad to 
show you how to fit the extra bathroom in your 


home. 


(In this space your Name, 
Telephone, and 


Address) 





c¢ NE IN 
(Freer 
or the busi 
families 
and 


nesses scatt 


Shops 


Vage earners’ income for their product and services. 


sales messa 


One in Hundreds 


the need for 
establishments 


exactly advertising. 


making a bid 


HUNDREDS” 


one in 


expresses 


shop is many retail 


ness of the income earners in your community. The head: 
are bombarded from all directions by selling messages 
manufacturers located in the community, and other busi- 


ered all over the country, are trying to win a part of the 
Out of all of the 
ges addressed to him, the head of the family decides upon 


the spending of that part of his income over and above the necessities 
f life. 
Advertising 





Advertise to him and secure the privilege of serving. 


Use the 


Editorials Only $4.20 for twelve illustrations. 
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O née @G 


Lakin 
Week No. 60 





With the warm weather upon us, the sub 
ject of the extra bath room becomes one of 
especially in the family 


Send out the 


some importance, 
of more than two or three. 
following letter to those families where you 


know an extra bathroom would be a con 


venience. There must be many of them in 
your community. 

Jj} 0 @ N BRO WN 

Plumbing Hleating 
Two Rivers, N. ¥ 
June 19, 1926 

Mrs. Edward Jones, 

Two Rivers, N. Y 
Dear Madam: 

There are two very good reasons for having 
an extra bathroom in the home First, its 
convenience Any family of more than two 
people-—especially where members other than 
the head of the family must leave in the 
morning for office or school——ought to have 


an extra bathroom so that each member 


might enjoy the advantage of a morning 
plunge without interfering with the other 
members of the family. 

The second reason is that the extra bath- 


adds the home. So 
general is it becoming that modern homes are 
bath, 


equipped 


room actually value to 


with than one that in 


the 
to compete in 


equipped 
the 


have 


more 


future house not so will 


selling with others with 
Real estate men will 
the 


facilities 


this added convenience, 
tell that it is 
house which 


you easier to sell or rent 


has ample bathroom 
You will be surprised at the small space in 
modern bathroom may be installed 
Yours very truly, 


JOHN 


Adlet 


ONE A WEEK—No. 81 


ADLET i 


= HE 
efficient. 


which a 


BROWN. 


mall—but it is none the les 





Many a business, carrying just 
such small advertising through a_ period of 
years, has enjoyed a steady growth Make use 
of the Adlets They cost you nothing Just 
copy them out each week and hand them to 
your local paper after adding your name, tele 
phone and address Commence this week with 
the one below. 

rr -S > 
The Extra Bathroom 
Is not only a convenience—it adds 
value to the house or apartment. You'll 


be surprised to know the small space a 


bathroom occupies Drop in, 


modern 
| or telephone 
| 
| 
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isi i Philadelphia 
This is a photograph of a Lenox New York Richmond, Va. 
Steam Boiler (cut-a-way view) Menl a ree Ave. 418 East Main St. 108 North 17th St. 

















LENOX 


Steam and Water 


Extra deep fire pot. 
Large flue door. 
Large ash pit base. 


Triangular pattern grate. 


Best grades of iron used in its 
construction. 


Correct design. 


‘‘The Heat of Battle’’ 


The enthusiasm on the part of a Gurney user is contageous. It’s 
such a simple, clean, economical and easy-to-run heater that people 
talk about it and others want it. 


In case you have not yet installed one we will send you full par 
ticulars on how to get the profits out of this dependable product. 


Remember you can guarantee Gurney Boilers and Radiators with 
confidence. Fifty years of heating service is assurance of faithful and 
lasting performance. 


Send for full information on this equipment today. 


GURNEY HEATER MFG (OMPANY 


General Offices: Boston, Mass. 
93-97 Oliver Street, Fort Hill Square 
Gurney HeaterCo.,Inc. GurneyHeaterMfg.Co. Gurney Heater Co., Inc 
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NATIONAL DISTRICT HEATING ASSOCIATION HOLDS 
ANNUAL CONVENTION AT NIAGARA FALLS 


The seventeenth annual convention of the National Dis- 
trict Heating Association was held at the Niagara hotel, 
Niagara Falls, N. Y., beginning June 1st and ending June 
4th. These four days were filled with District Heating 
discussions, together with a well balanced entertainment 
program, 

Niagara Falls, with facilities, 
contributed much to the success of this year’s meeting, 
but when it comes to running a convention on schedule 
time, Earle Schultz, president, and D. L. Gaskill, secretary, 
did some team work which defies all competition. The 
only real competition they had was the Entertainment 
committee, headed by H. Kimbrough of the American Dis- 
trict Steam Company, North Tonawanda, N. Y. 

Papers read at the convention and the discussion which 
followed showed a marked interest in a rapidly growing 
publie service. A synopsis of recent developments in and 
the future trend of Central Station Heating, illustrated by 
moving pictures, was presented by James D. Hurd, presi- 
dent of the New York Steam Company. This paper was 
amplified by such experienced operators as J. H. Walker, 
Detroit Edison Company, CC. H. Day, Cleveland Electric 
Illuminating Company, W. W. Stevenson, Allegheny County 
Steam Heating Company, and R. D. DeWolf, Rochester 
Gas & Electric Corporation. 

Among other papers of interest were: Report of Sta- 
tion Operating committee, R. G. Felger, chairman; report 
of Operating Statistics committee, J. C. Butler, chairman; 
report of Hot Water Heating committee, R. C. March, 
chairman; report of Heat Utilization committee, J. E. 
Seiter, chairman; report of Distribution committee, W. W. 
Stevenson, chairman; and the report of the Heating Re- 


its splendid convention 


ENGINEERING 3 


wn 


search committee, Fred B. Orr, chairman These 
were all discussed to their time limit. 


The annual banquet was held at the Niagara hotel on 


papers 


Thursday evening and to this delightful occasion the com 
mittee added two splendid addresses given by Mr. Searle 
of Rochester, and Mr. Detroit. 

The following officers were elected: J. E. Seiter, Detroit 
Gaskill, Greenville, 


Dow of 


Edison Company, president, and D. L 
Ohio, secretary and treasurer. Mr. Gaskill was re-elected 
for the seventeenth time 


MANAGEMENT OF CORPORATIONS 

T IS the rule in Kentucky that the stockholders of a 
I corporation impliedly agree that the corporation’s af- 
fairs shall, within the limits defined by its articles, be 
controlled by the board of directors, and that the corpora- 
tion shall endure for the purpose for which it is organized 
for the entire period fixed by its articles, unless sooner 
dissolved by operation of law, and the judgment of the 
board as to matters within the powers of the corporation, 
although unwisely exercised, fraud 
committed or threatened 
minority stockholders, entirely 
stockholders through the intervention of 
cept in a case where the corporate enterprise is impossible 
Not only so, but such impossibility of execu 


is in the absence of 


against the corporation or the 
beyond the control of the 
the courts, ex 


of execution. 
tion must be demonstrated to a certainty, and is not to be 
The 


remedy of the 


determined merely by the weight of the evidence. 
corporation being a going 
shareholders who disapprove of the company’s 


their shares and 


concern, the 
manage- 
ment is to elect new officers, or to sell 
withdraw. They have no right to have the company dis 
solved.—Court of Appeals of Kentucky, in Weisert v. 


Kraft, 273 Southwestern Reporter, 462. 





Additional Wolff 


Service to the Trade 


to the one illustrated here. 


in pairs, “HOT” 
“COLD” in white tissue. 









WOLFF DURO Brass Goods are now being 
packed in special time-saving containers similar 
Faucets and stops 
are carefully wrapped in tissue paper specially 
treated to prevent tarnishing. When furnished 
are wrapped in red, and 





DISTINCTIVE CONTAINERS 





Each container is heavy enough to stand rough 

handling, is securely sealed, and carries a label 

which shows a picture of the product it con- 

tains—also catalog number, size, finish, quan- 
tity, and complete catalog description. 








Makers of 
Quality Plumbing 


Since 1855 


Shower curtain combinations including shower 
head with arm and flange, rod, curtain, and 
hooks are packed complete in individual car- 
tons and can be reshipped and delivered intact 

to the job. 


WOLFF MANUFACTURING 
CORPORATION 


Chicago, Illinois 





QUALITY PRODUCTS 
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Your Father and His Father 
used <@[—> Fittings in their work 


and found them good. 


The quality that was sold to 
them is the same high quality 
that is sold today. 


The excellent metal from which 
M. I. F. Fittings are made, and 
their ability to endure hard use 
and strain, has gained for them 
an enviable reputation. 


Specify <i> when ordering 
Malleable Fittings from your 
jobber. 


Malleable Iron Fittings Co. 


BRANFORD ~ CONNECTICUT 


0 


aim 


> li Se mee r. 


G2 YEARS: 
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THIRD ANNUAL SUMMER FROLIC OF THE 
CHUSETTS SANITARY CLUB 

The of the 

Club are certainly good weather prophets, 


MASSA- 


Sanitary 
as they picked 


outing committee Massachusetts 


a wonderful day for the third annual summer frolic, which 
was held at the United Shoe Machinery Athletic Club, 
Beverly, Mass., June 10th. Confidentially, they are said 
to have consulted Joseph A. Maynard’s almanac. 


With Joseph 
committee most 
to the 
the committee and all of the special committees, 


A. Maynard as the chairman of the outing 
outing and 
splendid co-operation of the other members of 


any is bound to be a success, 


due 


this out- 





Top picture, left to right: Philip Faherty, of Pierce, Butler & 
Pierce Manufacturing Corporation; Frank Monroe, of Cam- 
bridge Plumbing Supply Co., and Arthur Purnell, of Youngs- 
town Sheet & Tube Co.—Middle row: E. L. Baker, executive 
representative of Massachusetts Master Plumbers’ Associa- 
tion; John F,. Cabeen, of Salem, Mass.; W. H. McEtholIm, 
president, Massachusetts Sanitary Club, and Jos. A. Maynard, 
chairman of Outing committee.—Bottom row: W. H. Clark, 
of the Borden Co.; John Milliken, of Kennedy Valve Manu- 
facturing Co.; A. Papineau, of Toledo Pipe Threading Machine 
Co., and A, Gustafson, manufacturers’ representative. 


ing was indeed a great success with a total attendance of 
than 
Captain Robert chairman of the 
was on the job early to welcome the first 
and they started coming early and kept on com- 
ing until dinner time. 


more three hundred. 


Robertson of Beverly, 
golf committee, 


comers, 


In the morning nearly everyone played golf, and the 
following were the prize winners: 
Low Gross, P. W. Donoghue. ......scccccccses Gross 91 
2nd Low Grose, M. W. DENRNIGON.....ccccscesces Gross 92 
Sem Ea Gees, GC. By Peis ccc ctewi ce tseuies Gross 94 
4th Low Gross, Robt. E. Sargent........ .Gross 95 
Low Net tle, H. Fox, R. Cardinal; eGch....cccccccecsce 74 
rd Low net, Robt. Robertson, Sr... ...ccccccscoes 78 
ith Liow met, BW: TMOTMGING. cock ccc dcscccvecseutucs 82 
In the special match with two men representing the 
jobbers, and two men representing the master plumbers, 


in a best ball competition, M. W. Dennison and H. W. 
ini care representing the jobbers, won 5 down over P. 
. Donoghue and Jas. S. representing the master 


pha 


Cassedy, 
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Improved Model “R’’ 
Automatic Cellar Drainer 


Some of its advantages are: 


All working parts above water-——no slime or 
corrosion to interfere with operation. 


It is very compact and requires minimum 
space for installation. 


The operating valve opens and closes 


instantly by action of water pressure. 


Made entirely of brass except for copper 
float. 


Your jobber can supply you. 


PENBERTHY INJEC TOR COMPANY 


1260 Holden Ave. 


Detroit, Mich. 


Canadian Plant: Windsor, Ontario 
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Honeywell 15- 
day Thermo- 
stat— equipped 
with dependable 
jeweled-balance 





movement 
clock and high- 
grade thermo 
me'er 


Popularity 
Won Through Sheer Merit 


The growing popularity of Honeywell 
very real and significant thing. 


It is not based upon price or sales expedients, 
but rather upon superiorities of design and 
craftsmanship that have resulted in a rare 
measure of dependability. 


What householders demand of an automatic 
temperature control is that it function accu- 
rately, day in and day out, without annoying 
interruptions or the need for special service. 


Honeywell has proven that it will do this. 
In addition, Honeywell will bring to any heat- 
ing plant a new degree of efficiency, economy 
and safety. 


Combined, these factors are your assurance of 
satisfied customers—than which there is no 
more effective advertising. 


Realizing this, manufacturers of heating plants 
are turning constantly in greater numbers to 
the adoption of the complete Honeywell 
High-Low System of Automatic Control as 
standard equipment. 


The leading manufacturers of heating boilers 
are today recommending Honeywell exclus- 
ively; and, of the important domestic oil 
burners listed as standard by Underwriters’ 
Laboratories, Inc., a majority is equipped with 
the complete Honeywell system. 


The Honeywell Heating Specialties Co. 
Wabash, Indiana 


HONEYWELL 


Temperature Regulators 


iH 


fabs, 
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While 
ternoon took part in or watched the athletic events 


golf was played all day, the majority in t} if 
jobbers won the ball game 7 to 6. Special features 
game were home runs by Winslow and Donoghue and also 


the pitching by Daniel Loan, past president of the Massa- 


chusetts Master Plumbers’ Association, who was 39 
chairman of the baseball committee. The teams lined up 
as follows: 

Master Plumbers Team Wholesalers Team 
PL deeweedNesas cok” TERE os cwec a KB 
eS eblecdeab ceed vewrnew SS SVG 0 os ciswcaxaenae B 
George Kerr .. a GO Siew te'ec canna ...ord B 
SE. oll, oe OS a ae ee A Pe ae Cr 
NS «Soo oka ticsaweas ee a a P 
a) ee 2nd B Weinbaum .......... LY 
Pe diniea ns sda dees ie ae ree end RF 
i er ree ee SUE TE SIOOGWER  kovcasiscvces. Cc 
eer eT e rrr rr T Se ER: nae cssnasseess $s 

Umpire—Tom Riley. Score Keeper--J. H. McGourt 


George E. Ryan was chairman of the Athletic Committ: 


Fifty-Yard Race for Master Plumbers 
Winner—C. J. Donoghue, Boston. 
Second—William J. Barr, Lynn. 
Fifty-Yard Race for Wholesalers 
winner of the first heat was Winslow, first, and Mar 
The winner of the second heat was Mullaney, fi: 
ind Bennett, second. 
(Final) Winner—J. J. Mullaney, of W. 
Second—S. A. Martin, Boston. 


Sack Race Open 


The 
second 


H. Gallison Co 








The winner of the first heat was Anderson, first, and Sty\« 
of second heat Dan Kerr, first, and Ray Cardinal 
ond; third heat, McKnight, first, and Felz, second. 
(Final) Winner—A. J. Anderson, of Sands Mfg. Co 
Second—W. R. Styles, E. B. Badger & Sons Co 


Potato Race Open 
winner of the first heat was Sheehan, first, and Sing!: 
The second heat was Styles, first; Ford, 
Of the third heat Dan Kerr, first 


second; 


The 
ton, second. 
and Winslow, third. 
Ohler, second, 

(Final) Winner—A. C. Winslow, Richardson & Boynton ‘ 

Second—Dan Kerr, Newton, Mass. 

Smoke Race Open 
Winner—A. C. Winslow, Richardson & Boynt: 
Second—O, S. Slowson, Walworth Co. 

Walk Race Open 
Winner—William Shay, Richardson & Boynton | 
Second—Edward Sheehan, Jepco Mfg. Co. 


second 


Fat Man’s Race Open—200 Ib. or more 
Winner—A. J. Anderson, Sands Mfg. 
Second—-J. Singleton, Springfield, Mass. 
Tug of War 
won in an outstanding i 
plumbers, consisting of F. Murphy, Leominster, Mass.; ‘\ 
Murphy, Leominster, Mass.; J. Singleton, Springfield, Mas 
and John Pierce, Worcester, Mass, against the team represen! 


Co 


This event was manner by 


ing the wholesalers, consisting of William Shay, Richards 
& Boynton Co.; A. C. Winslow, Richardson & Boynton © 
A. J. Anderson, Sands Mfg. Co., and Finberg. 


Bowling Contest 

John F. Cabeen was chairman of the Bowling Committe: 

The winners of four-man teams were Glynn, Helm, Ril: 
and McLoud; winners of two-man teams were Margeson : 
Singleton; winner of individual play was Riley. 

The outing ended in the evening with the usual big din 
ner at which additional prizes were awarded the master 
plumbers, and everyone is looking forward to the outing 
next year. The way these outings have been growing i! 
attendance each year, another year should show an attend 
ance of possibly five hundred. 





A water system is being planned for O’Donnell, Tex., t! 
cost of which will be $65,000. Rapid building and expa! 
sion in that city has created a demand for better faciliti: 

Harvey P. Smith, of San Antonio, Tex., is preparin 
plans for a four-story, brick, stone and concrete hot 
building for San Benito. Plans will be ready within 
days, and the cost of construction will be about $175,090 
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CAST IRON 

OR MALLEABLE 
SCREWED 
FLANGED 
DRAINAGE 

for steam, water, 
gas, oil or air 


Fred 
Spencer— 


one of the greatest sprinters who ever rode a bicycle 


selected materials and highly skilled work 


| pimionen with a fine physique, a fight- 

ing spirit and a mighty powerful pair of — manship can produce. 
legs, Fred § pencer might have been successful [he metal in every Stockham Fitting is 
in several different fields of sport. But he uniformly close-grained, which gives smooth 


chose rather to be a leader in one—and con- threads and prevents leakage. Both our grey 


centrated all his efforts on bicycle racing. He iron and malleable lines have strength far in 


goes around the track so fast that it makes 


excess of any probable strain. Because of 
you dizzy to watch him. And, at the finish, he 


, ay their accuracy and their chamfered faces that 
is usually out in front. save time on the job; because they never fail 


Because we aim to keep Stockham Fittings 1" S¢FV!C¢s Stockham leads the field. 





out in front, leading the field, we make 
nothing else. The entire resources of our large 
organization are devoted to designing and 


Stockham Fittings are easy to get from 
your jobber. He knows your needs, doesn’t 


overstock you, has ample supply and _ is 


manufacturing the best fittings that carefully | always a friend you can rely on. 


STOCKHAM 


PIPE & FITTINGS COMPANY 
BIRMINGHAM, ALA. 


Warehouses with Complete Stocks in: 
CHICAGO, ILL. LOS ANGELES, CAL. 


Buy from 
YOUR JOBBER 


Write for our 
complete catalog 


BROOKLYN, N. Y. SAN FRANCISCO, CAL. 
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In genuine white Duco’ — 
as durable as it is beautiful 


UCO — the same Dupont Duco that is a sensational success 

as a finish for automobiles because it defies weather and 
wear-——makes a most fitting finish for Never Split Seats. Here is 
superlative durability, both in construction and finish. And our 
tremendous volume holds down the cost to a price you’ll be glad 
to pay. Every model in the Never Split catalog can be furnished 
in this lustrous, white Duco finish, so beautiful and sanitary. 
Write for our complete catalog of models and prices. 


NEVER SPLIT SEAT COMPANY 
Dept. 26, Evansville, Ind., U. S. A. 
Founded 1905 


4) 


The Largest Manufacturers of Toilet Seats in the World 





Never. 








Woop ToILet 


SEATS 
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OAKLAND, CALIF., COMMUNITY CLUBS HOLD JOINT 
MEETING 


Members of various Master Plumbers’ Community Clubs 
of Oakland, Calif., held a joint meeting at the hall of the 
Oakland, Berkeley and Alameda Master Plumbers’ Asso- 
ciation on Thursday evening, June 3rd, for the purpose of 
liscussing their business problems with one another. 
Seventy men attended the gathering and listened to a 
number of talks. All members of the clubs were invited 
regardless of association affiliation. 

Joseph Freitas, as chairman of the evening, introduced 
the various speakers and conducted the meeting. Edward 
looker, secretary of the California Sanitation Develop- 
ment League, was the first to talk, and told of the work 
being done by the league through its bookkeeping classes. 
Ile explained very thoroughly the National Trade Exten- 
sion Bureau bookkeeping system, which is used in the 
league classes, and urged those present to join the classes. 

W. Herbert Graham of Oakland took as his subject, 
“Plumbing Ordinances, Their Importance and Application 
for Civic Betterment.’’ He stressed the need of adequate 
ordinances for smaller communities and for auto camps in 
rural districts. Mr. Graham is championing the cause of 
a minimum code for smaller cities and towns in the state 
and is the author of such a code. 

Harry G. Newman, past president of the California 
Master Plumbers’ Association, spoke on the ‘Relationship 
of the Plumber to the Public.” “The businesses of pro- 
viding food, clothing and transportation, are the only ones 
which are considered more essential to civilization than 
that of sanitary plumbing,’ said Mr. Newman, “and it is 
the purpose of such clubs as these, and of the Master 
Plumbers’ Associations to make the master plumber 
realize that fact.”’ He urged his listeners to become active 
in civic work, to join service clubs and in other ways to 
become identified with anything that stands for progress 
in their communities. He potnted out that the publicity 
obtained through membership in service organizations and 
fraternal organizations, results in the master plumber be- 
coming known as a business man and an essential part of 
the community in which he lives, rather than a workman 
with “dirty overalls and a kit of tools.’’ 


Henry M. Hastings, business manager of the Graphic 
Arts of California, was the principal speaker of the eve- 
ning. His topic was, “Organization, Its Relationship to 
Business.’’ He brought out the fact that without organ- 
ization no individual business, or no group of men en- 
gaged in the same business has ever prospered over a long 
period of time. He cited the examples set by men in other 
lines of industry which have overcome unfavorable public 
opinion and now enjoy the respect and confidence of the 
nation. As a panacea for business ills he prescribed 
organization. 

L. J. Kruse of Oakland, president of the California San- 
itation Development League, explained the activities of the 
league and invited every master plumber present to be- 
come a member of the organization. 

J. R. Pierce as chairman of the East Oakland Club, 
Chas. W. Knights as chairman of the Berkeley Club, 
George Stoddard as master of ceremonies, and V. A. Edge- 
worth, secretary of the Oakland, Berkeley and Alameda 
Master Plumbers’ Association, made the arrangements for 
the meeting. 

The board of education, of Nacgodoches, Tex., Dr. A. A. 
Nelson, president, contemplates the erection of an audi- 
torium and addition to the negro school building to cost 
$60,000. 








7 Water St. Boston, Mass. 


NEW YORK OFFICE 210 E. 45th ST. 
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STRINGER 


HUB DRAINAGE FITTINGS 


Reduce Roughing-In Costs and Make 
Easier and Better Installations 


They eliminate the annoying, time-consuming and 
expensive long-screw connections, unions or “R” and 
“L” nipples, and therefore SAVE YOU TIME and 
MONEY. 


Illustration shows 
position of pipe in 
*sleeved hub after 
being screwed into 
top fitting. 


Simply drop pipe 
into sleeved hub, 
screw into top fitt- 
ing, calk — and the 


job is done. NOTE: Oakum 


cannot possibly 
work thru joint, 
or pass end of pipe. 





Manufacturers of a complete line of fittings for either 
CAST IRON or SCREWED PIPE installations. 
We have fittings for any type operation—whether a sky- 
scraper, hotel, apartment building or small cottage or 
bungalow. 


Write today for catalog of modern and economical 
plumbing roughing-in systems. 


STRINGER BROS. CO., Inc. 
1100 W. 38TH ST. as CHICAGO, ILL. 
Warehouses: Chicago, Ill., Gadaden, Ala. Factories: Gadsden, Ala. 












































DOMESTIC 





ENGINEERING June 19, | 





Why you do a good thing 












The Ariston Silent 
K-2904 


The deluxe closet. Noiseless in operation. Tank and 
bowl of Durock with white celluloid surfaced seat 
and cover. Top of tank held securely in place by 
two hidden spring-clips. Concealed twin jets, giving 
accelerated flushing 


Extra large water-surface in the elongated bowl. Con- 
tinuous oval-shaped seat, with opening four inches 
longer than the ordinary; this is a feature that eliminates 
discomfort and prevents soiling. Measurements: Water 
surface, 14 in. x 10 in.; opening of bowl. 16 in. long: 
seat opening 13 in. long 


The flushing mechanism in the tank is of such superior 
material and workmanship that it always works smoothly 
and easily; it never gets out of order; guaranteed by us 
against needing repair or replacement of parts 





= as for your customer, 


for yourself, as well 


when you install this closet 
on fine residence jobs 





OU show Mr. Householder this closet, telling him 

that it is made of Durock. He has read about 

Durock in his favorite magazine. He knows it as the 
perfect material for bathroom equipment. He knows its 
advantages and its freedom from the faults of other wares. 
He knows that cheaper materials are not Durock. So you 
put yourself beyond lower-price competition. 


Granting this closet to be made of the best material and 
noting its other features of superiority as you explain them 
to him—its quietness, its large water-surface, its long seat- 
opening, etc., etc.-—he is willing to pay a price for it that 
allows you a good profit. 


Selling him and installing the closet, you identify yourself 
with the good impression that it makes, because the credit 
of recommending it is yours. As the closet gives complete 
satisfaction month after month and year after year it adds 
to the favorable feeling of the customer toward you; it be- 
comes a contributor of goodwill; it advertises you, as it is 
proudly shown to visitors at the customer’s home. 


So you, first, make a good profit; and, second, make good- 
will for yourself. Those are the reasons why it is good 
business for you to sell this closet. 


THOMAS MADDOCK’S SONS COMPANY 


Oldest Sanitary Potters;in America 


Trenton, N. J. 


Sole and exclusive manufacturers of plumbing fixtures made of Durock 


DUROCK 


the perfect material for 
bathroom equipment 
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The Annual Report of The Boiler Output | 
Committee of H. & P. C.N. A. 
HE following is of the report of the 
j boiler output committee of the Heating and Piping 
Contractors National Association made at the recent 
‘convention at Washington, D. C. It was read by George 

Getschow of Chicago, chairman of the committee. 

“At our thirty-sixth annual convention one year ago, I 

id the pleasure and honor of submitting to you the prog- 

ss made by the boiler output committee in interesting 

suse heating boiler manufacturers to adopt the Heating 
nd Piping Contractors National Association’s diagrams, 
formula and standard form of output tests for heating 
oilers as prepared by your committee, and adopted at our 
mvention, 

“The committee recommended to the convention that 
this work be continued by a boiler output committee, the 
recommendation was adopted and your president ap- 
pointed on this committee; Harry M. Hart of Chicago, 
Walter L. Fleisher of New York, Charles Lamb of Chi- 
cago, President Frank A. Merrill, acting as ex-officio, and 
George M. Getschow of Chicago. 

“I wish to call to your attention at this time, that the 
work of the boiler output committee is in two divisions: 
The first is interesting and securing the manufacturers to 
test their boilers in accordance with our standards and 
furnish us with their output test charts. The second divi- 
sion of the committee’s work is to prepare a correct code 
or formula by which a proper boiler can be selected from 
the manufacturers’ test charts. 

“The work of your committee during the past year has 
been directed principally to the second division, in at- 
tempting to formulate a standard code or method of se- 
lecting the proper boiler for a complete heating installa- 
tion from the boiler manufacturer's test charts as fur- 
nished us. 

“Your committee has met with considerable success in 
interesting manufacturers in testing their boilers, and 
are pleased to report that forty-six house heating boiler 
manufacturers received our charts and formula. Thirty- 
four of these manufacturers have expressed themselves as 
favorable to testing their boilers according to the formula 
and charts, eighteen manufacturers have requested and 
received 1170 additional charts, and five manufacturers 
have submitted eighty complete output charts. 

“We are also advised that a number of manufacturers 
have tested many of their boilers, but have not as yet 
submitted their output charts to the committee. Some of 
them have been rather reluctant in giving us charts on a 
partial line of their boilers. Other manufacturers have 








Exhibit of United States Sanitary Manufacturing Co. and C. 
S. Mersick & Co., at the annual convention of the Connecticut 


Master Plumbers’ Association, held recently at New Haven, 


Conn, 
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“Rapid 
action” 
for your customers 


The speed and ease of operation of a Jenkins 

Rapid Action Valve is sure to be popular 
| with owners. A short pull in the lever affords 
| at once a full free flow, while equally slight 
| effort is required to close it. 





A Jenkins Renewable Disc insures tight con- 
tact at the seat. It closes without water 
hammer through a combination of spring piston 
and water pressure. Open, it stays in position 
without the aid of locking devices. 


JENKINSIBROS. 


80 White Street... .. .....New York, N. Y 
524 Atlantic Avenue.. Boston, Mass 
133 No. Seventh Street Philadelphia, Pa 
646 Washington Boulevard Chicago, Ill 
JENKINS BROS., LIMITED 
Montreal, Canada London, England 





Always marked with the” Diamond’ 


enkins alves 


SINCE 1864 







































| Model No.2 
| Red Top 
Relief 

woe | Vaive 
For Hot 

| Water 
Heating 
Systems 




















June warmth 
next winter 


Now is the time to install for your customers a system that 
will keep rooms at comfortable June heat next winter. 

A Red Top Relief Valve Model No. 2 and an air-tight tank 
are all the special equipment you need. A Red Top tank-in 
basement system of hot water heating is easy and inexpensive 
to install and affords a good profit at a reasonable price. The 
high efficiency, the economy and the absolute safety of a Red 
Top System make it popular with owners. 

The valve which makes the system possible relieves unfailingly 
at 30 Ibs. pressure operating on the gravity principle, Red 
Top No. 2, as well as Red Top Model No. 1, for domestic hot 
water supply, the only water relief valves approved by the 
Underwriters’ Laboratories. 


NEPTUNE METER COMPANY 
50 E. 42nd STREET, NEW YORK CITY, N. Y¥ 
Branch Offices in Principal Cities 


Red fop Relief Valve 
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Fittings 


Are mechanically correct 

















delivers 
soft water 
regardless 
of 


local conditions 






Here is a thoroughly practical and 
proven water softening appliance which 
is easy to install and will give years of 
trouble-proof service. 


Over 2,000 “‘Rainbow”’ Softeners have 
been installed by plumbing contractors 

all giving perfect satisfaction. The 
“Rainbow” assures an ample supply of 
really soft water with the minimum of 
attention. 


There can be no discolored water from 
a Rainbow because they are hot gal- 
vanized throughout inside and outside. 





The ‘‘Rainbow”’ Water Softener is 
also made in a time-controlled, 
automatic model 





Write for full details and specifications—NOW 


ZEOLITE ENGINEERING COMPANY 


Consulting Engineers and Manufacturers 


4642-44 Ravenswood Ave. - - Chicago, Illinois 
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to desired that 
their and 
of selecting boilers from the output 


them they 


to 


not given us, aS your 


mittee submit committee themselves, 


standard method 


charts. 

“There have been numerous meetings of your 
mittee, as well as numerous meetings with the advi 
committee of boiler manufacturers. The two committ 


have worked diligently, and many schemes and ideas w 
first prepared wer 
but after 
were found impractical and unworkable. 


submitted and discussed, and when 


thought quite reasonable and correct, care 
study, 
“Your committee during the many conferences with 
manufacturers, was confronted with the question of boiler 
factors or boiler keys which have been adopted by many 
of our locals in different cities, especially during the last 
three of the factors it 


are incurring a considerable hardship on some manufa: 


two or years Some is claimed 


turers, 
this 
minds 


and naturally they are very much concerned with 
This therefore, 


in th 
manufacturers: If their boiler output test 


question. arises 
of the 
charts are submitted to your committee, the formula for 
the of the the test 


is clearly understood and made workable, and the com 


question, 


selection proper boiler from charts 
plete information transmitted to the members of our asso 
ciation, will the different factors or keying of boilers by 
the various locals in different cities continue? 

“It is the opinion of your committee, and their recom 
mendation that the factor or keying method should, and 
will, be all manufacturers’ boilers on 
which test output charts are submitted, and the method of 
proper selection is determined, that the catalogue ratings 
on such boilers will be disregarded, and that the test out 
put 


discontinued on 


charts and method of selecting the proper boiler as 
will be worked out by the committee will be used by our 
members. 

“Your committee has in mind, and hopes to successfully 
work out in some simplified form, the method of selecting 
the proper boiler which can be applied for different locali 
ties and will be easily understood by our members. But 
in so doing, we must at all times keep in mind the prog 
ress and welfare of our industry, not alone for the heating 
contractor, but 
well 

“With 


questions 


for the manufacturer and the consumer 


all of 


to 


technical and commercial 
are satisfied that the de 
vélopments and progress made during the past year are all 
that could 
plished.” 


various 
be considered, 


these 
we 
reasonably have been expected and accom 

The tentative formula for selecting the proper boiler 
from manufacturers’ certified test output charts was read 
this time, but was not included in the written report 
After reading the report, Mr. Getschow expressed 
committee’s appreciation of the advisory committee of the 
boiler manufacturers, and the individual manufacturers 


who aided them so greatly in securing the information 


at 
the 





The Methodist church of Minden, Tex., contemplates thé 
construction of a church building to cost $125,000. W. RK 
Lunsford is in charge of the building program. 

The Presbyterian church of San Benito, Tex., is having 
plans drawn for a brick, stone and reinforced conct 
church building to cost about $75,000. 

The Independent School Board, of McAllen, 
planning new buildings and improvements to the presen! 


75 is pr 


structures which will cost $275,000. E. M. Card 


Tex 


ident of the board. 

Webster & Osborne, Praetorium building, Dallas 
have of home 
Rogers Home Addition. 


rooms and will cost approximately $5000 each 


been selected to construct a group 


These homes will be of 5 an 
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Hoquiam Master Plumbers As- 
sociation, of Hoquiam, Wash- 
ington, says: 
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seat. 





not only the most popular tank ball with Master 


Plumbers but also that the public is willing to pay for the My 
better and longer service it renders. 


The hundreds of thousands of Mushroom Parabals sold by Mushroom Parabal’s 
Master Plumbers Jast year shows what happens when you 


arta pe a ne 
“Ak ‘em to buy.” Nationally Advertised Price is $1.25 
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ENDURO ENDURO  NEveER~priP 


my * The Washer Every Faucet 
China Press Down Lever Hard Rubber Tank Float Needs Once 


The graduated carton of 1000 in which Never-drip 
is packaged provides a self-selling display and 
an orderly stock at all times All 
sizes from %%-inch to 44-inch 


Woodward-Wanger Co. 
Philadelphia 


Oakland, California Chicago,Mlinois Orlando. Florida 








Universally Popular because it fits every type 
of tank, is quickly installed and always positive 
mo action Far superior to the twisting handle in 
appearance and performance. 


The one-piece, vulcanized hard rubber float that 
will not corrode, warp nor split. More buoyant 
than glass. Longer life than metal. Guaranteed 


standard 
for 5 years and lasts indefinitely 
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We are telling 
about 









Above are two of the advertisements appearing this Spring 
in the Saturday Evening Post. 

These advertisements will be read by millions of readers 
and they will come to you if you make your shop head- 
quarters for Arco Tanks. 





ADVERTISED PRICE 
Gas Burning, $66 and up 
20 to 45 gals. capacity 
Coal Burning, $84 and up 
b 30 to 100 gals. capacity 
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Mention Domestic ENGINEERING when writing advertisers. 















your customers 


ARCO TA 


Winter is over. Heating plants are no longer being used. And all over 
the country the big problem of hot water for every domestic use has 
become a real one. 

This is the time to sell Arco Tanks for Hot Water Supply. 

That is why we have begun to publish the story of Arco Tanks 
in magazines and newspapers—to tell your public how to solve this 
Spring and Summer problem. 


And we'll do even more 


We want you to have your share of this business that brings extra 
profits during the slack season. We want you to be able to keep your 
men busy. We want to see your business grow bigger and bigger. 

And so, in addition to our advertising, we are offering you a free 
service that you can have for the asking. 


Use this FREE selling service Kites cr 


Arco Tank { 









































The free service that is ready for you is a Direct Mail Selling Campaign 
to your prospects. 

It consists of four distinct mali pieces and each one of them features fh 
you as the dealer whose shop is headquarters for Arco Tanks for Hot he 


Water Supply. au 

Here is all you have to do to get this free service: , —_re 
1. Send us a list of prospects you want Our salesman will see that you get one 
us to circularize, featuring your name. if you will ask him. 8 


salesman will help you w , 
‘wee Reco emeeman ae ye Som 3. Enclose in all your mail the attractive 


r list. : : 
ial leaflets, imprinted with your name, that 
2. Install an Arco Tank window display. we will also send you. 


The coupon below will bring you this free service. Fill it out and mail 
it today. 


AMERICAN RADIATOR COMPANY 


Showrooms and sales offices: New York, Boston, Providence, New Haven, Newark, Philadelphia, 

Baltimore, Washington, Richmond, Buffalo, Pittsburgh, Cleveland, Detroit, Cincinnati, Atlanta, 

Chicago, Milwaukee, Indianapolis, St. Louis, St. Paul, Minneapolis, Omaha, Kansas City, Denver, 
San Francisco, Los Angeles, Seattle, Toronto, London, Paris, Milan, Brussels, Berlin 


a 
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Makers of IDEAL BOILERS and AMERICAN RADIATORS and other products for heating, 
ventilating and refrigeration Ae 1 Gas Burning 
' Arco Tank 


AMERICAN RADIATOR COMPANY 


Direct Mail Advertising Dept. 101 
1807 Elmwood Ave., Buffalo, N. Y. 









GENTLEMEN: I am interested in Arco Tanks for Hot 
Water Supply. Please send me supply of Arco Tanks 
leaflets with my name and address imprinted. 








Name 





Address 


City State. 
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MUELLER 


Regulating Valve 
G-9000 with Strainer 


Reduces water pressure from the mains from as high 
as 225 pounds to as low as 20 pounds—- depending 
upon its adjustment. Strainer intercepts sand, grit, 
gravel and pipe scale which so often cut out seats 
and washers. Water flow is steady at faucets and 
full protection is assured against dangerous pressure 







The Greatest Menace 
to Plumbing— High Pressure 


High pressure—direct from the mains or caused within the 
hot water system—exacts a tremendous toll from plumbing. 


The damage it does to sensitive water meters, valves, fau 
cets, piping, boilers—and even to homes—is often beyond repair 


Excessive pressure increases water consumption—causes 
splashing at the faucets and is a constant menace to the safety 
of the plumbing. 


Mueller Relief and Regulating Valves eliminate all the 
dangers and damages caused by high pressure. Wise plumbers 
everywhere are advising their patrons to have these ‘‘safety’’ 
valves installed. Let us send you complete descriptions and 
details. 


MUELLER COMPANY 


(Established 1857) 


Factories: Decatur, Illinois; Port Huron, Michigan 


Canadian Factory: MUELLER, Limited, Sarnia 
Branches: New York, San Francisco, Los Angeles 


MUELLER 
Relief Valve G- 9050 


Where water is heated for domestic use,this valve relieves 
the excess pressure caused by the expansion of the water 
It is absolutely dependable, opening freely after long 
periods of inactivity. Does not stick. In all hot water 
installations where a check valve or regulator is used in 
connection with a range boiler, gas heater, or otherwise 
this valve should be used to prevent unnecessary strain 
and possible accidents. Approved by the National Board 
of Boiler and Pressure Vessel Inspectors and the America 
Society of Mechanical Engineers. 


MUELLER 


Relief and Regulating Valves 
































BUSINESS CONDITIONS IN 


LEADING JOBBING CENTERS 








CHICAGO 


Featured in all lines by conservative, rush shipment 


iying, plumbing and heating business in Chicago is pro 
eeding at a good rate Current consumption require 
ients are large, for building of all sorts is active and in 
irious stages of construction suyers among the trade 


nd among the wholesalers are not looking ahead in their 


mmitments, but, in order to keep abreast of demands 
re finding it necessary to purchase in very substantial 
olume Manufacturers’ shipments are somewhat under 
hat they were at this time last year, but, as nearly as can 
estimated, material actually used in consumption is in 
ist as large quantity and, in some cases, larger. Thu 
would seem that any decrease is not in real activity but 


due to the manner in which business is being done 


forn 
ire | 
ized 
nd 
ock 


vith 


them 
The 


A 


ron 


er 


ire! 





n all n nd have diu d their method ! 
to this new demand for service Local warehouse 
veing kept well filled in order to handle the mall 

rush orders that are daily comin iror iobber 
vhen the week's activities are totaled up, this out of 
delivery and pick-up busine imounts to a consid 

rable volume Jobbers’ stock as a rule, are low, and 
their present policy, they are not trving to build 
larger, but are working to turn them over fast 
trade, in turn, is ordering only for jobs actually in 
ind and releasing goods when needed 
number of manufacturers of cast iron screwed t 
flanged and malleable fittings advanced price ! 
ent, to take effect on June 15 One large manufac 
educed prices of staple bowls and tanks approxi 
ly 15 per cent, the new low prices to apply on order 











placed for immediate shipment only, according to the an 
Building statistics, which might be used as a gauge fo! 
the movement of plumbing and heating material, are as a 
: : ¥ : Soil Pipe 
urance to many representative busines men in this field 
that the business is there, although it should be pointed Foundry warehou are the scene of considerable ac 
out that building in this section has been declining slightly tivitv. as most of the busine being done in soil pipe i 
May permits, according to one report, were $12,000,000 of the rush order type, to be filled out of warehou 
off those of May, 1925. A recent government report, how tock Jobber ocks are comparatively low and their 
ever, showed that new building contracts for the whok l ases indicat unwillingene to buy heavily but 
country let during the first week in June were larger in rather a poli of keeping abreast of their trade’s dé 
ilue than a year ago. mands by buying in small-sized lots enough to cover cur 
Manufacturers, as a whole, are no longer wondering rent I However, a good, substantial tonnage is rep 
what is the matter with the jobber when he does not esented in such movement and the situation has a st 
order ahead. They realize that this is a definite economic bility aid to the result of such methods of buvin: 
PRICES ON STAPLE BOWLS AND TANKS DECLINE 
PTS HE announcement by one large pottery manuta ire holding their stocks of practica litem 
turer of a reduction, amounting to slightly more low a ble and keepit ibreast of the re 
than 15 per cent, in prices of staple bowls and tank quirements by freq Ul-sized orders o1 Wnt 
featured the past week. This reduction, according to — facturers, most of e marked for immediate 
the new sheet, is to apply only to business placed for rush shipment Th n turn. is ordering onl 
immediate shipment. A number of manufacturers of | for jobs actuall ind releasing ds a 
cast iron screwed, cast iron flanged and malleable fit needed \dequate supplies are making this practice 
tings advanced prices 7% per cent, according to re- possible, there being little difficulty experienced in s¢ 
port, to take effect on June 15. In New York and curing the various commoditic is required Such 
Philadelphia one cast brass goods manufacturer is re buying, howev« totalling a good ume Cor 
ported to have advanced his prices 5 per cent. Thes¢ sumption is expanding steadily and the curré ind 
were the only reported manufacturers’ changes during — future market for plumbing d heat equipment 
the week. Some of the Pacific Coast jobbers ad as measured | nulding statistics, 1s larg Mav con 
vanced prices ot staple enameled ware lavatories re struction volume, a rding to the latest release from 
cently and, in Northern California, wholesalers re I. W. Dodge Corporation, decreased 4 per cent from 
duced prices on tubular brass goods. \pril figus but increased & per cent over that of 
The major characteristic of business 1s the con May, 1925. A moderate decrease from April in May 
servatism with which orders are being placed. Job is the rmal s¢ nal trend in building contract 
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ne-Piece Closet 








HE only closet of its kind, fast gaining the 
good will of home-owners and builders every- 
where. As efficient as it is distinctive —quiet in 
action, non-overflow, powerful flush, special high- 
-4e-\o Came olastel-4Mmmee lio mee Liaaeloe Mm comme-tel ammeselh am auve) 
connections—a host of exclusive features 4 4 4 


W. A. Case & Son Mfg. Co. 


220 Delaware Avenue, Buffalo, N. Y. 


Potteries Robinson, Ill. 
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with ‘which many express satisfaction. Although many 
foundries are reported to be operating at curtailed ca- 
pacity, needs are being handled promptly. Prices have 
not changed. 
Steel Pipe 

Steadiness, both as to prices and the rate of turnover, 
continues to feature business in this commodity. Jobbers’ 
and mills’ prices are firm and unchanged and consump- 
tion requirements are accounting for sales of a good ton- 
nage all along the line. Jobbers are not building their 
stocks beyond a working level, but are meeting current 
needs by steady ordering on the mills. Producers have 
adequate stocks and are operating at sufficient capacity to 
keep ahead of shipments. 

Wrought Iron Pipe 

Consumption of wrought iron pipe is well sustained. 
The Chicago territory has a number of large, wrought iron 
pipe jobs already under construction and, in addition, new 
business, both to jobbers’ stocks and direct, amounts to a 
substantial tonnage. Jobbers are maintaining adequate 
working stocks and, to do so, are finding it necessary to 
keep replenishing orders pretty constantly on the way to 
mills. Prompt delivery from the mills is possible on most 
sizes. Prices are firm and unchanged. 

Enameled Ware 

Jobbers continue to purchase only in sufficient volume 
to cover current needs, holding their stocks low and rely- 
ing on prompt shipment from factories to keep them 
abreast of demand. A slight increase is noticed by many 
in the last few days and future known requirements indi- 
cate a good business ahead. Factory stocks are ample 
and well assorted and deliveries are being made promptly 
as needed. Prices are firm and unchanged. 

Pottery 

Purchasing is of the hand-to-mouth variety, 
taking care only of their actual requirements in their 
orders on the potteries. Volume represented in such 
buying, however, amounts to good figures and is increas- 
ing, according to reports. Latest figures available on the 
whole industry show that shipments have been exceeding 
orders for the last three months, but one manufacturer’s 
recent statement was to the effect that this ratio has 
changed in the last two weeks and that orders are now in 
greater number. Some plants are running full, others 
are cut down to some extent, and stocks at sources are 
ample to make prompt shipments possible. Prices of 
staple bowls and tanks were reduced approximately 15 
per cent during the week by one large maker, effective 
on business placed for immediate shipment. 

Range Boilers 

Master plumbers and wholesalers are buying cautiously 
and the total volume moving, as represented by actual 
consumption needs, reaches only fair figures, according 
to many reports. At the same time, some representatives 
state that warehouse pick-up business is increasing very 
noticeably and that last week’s turnover was of substantial 
proportions. As is the feature of most lines, buyers are 
purchasing only in small lots and are not anticipating. 
In the case of this commodity, jobbers’ stocks, as a rule, 
are large enough to enable them to handle many of their 
current needs out of stock. There is an adequate supply 
in hands of manufacturers to make prompt shipment pos- 
sible. Prices have not changed and are reported firm at 
the last sheet. 


jobbers 


Plumbers’ Brass Goods 
Total business, made up of frequent, small-sized orders, 
is in good volume. Jobbers are maintaining adequate 
stocks and consumption is increasing steadily. Very little 
forward buying is reported. Manufacturers of both tubu- 
lar and cast brass goods are in position to ship promptly, 
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Markets are strong and no general change has 


as a rule. 
been reported recently. 
Boilers and Radiators 

Business is proceeding at a good rate, shipments of 
both boilers and radiation totalling a very satisfactory 
volume, slightly in excess of that of last year, according 
to some reports. New orders are holding up well. Pro- 
duction is scheduled ahead to take care of a large volume 
of business and current deliveries are made 
promptly. Prices have not changed. 


NEW YORK 


The sale of many large private estates located in West- 
chester County, Staten Island, Long Island, and other sec- 
tions suburban to New York City, is a certain indication 
of continued building activity. To approximately 
$200,000,000 has been paid for this type of land alone 
by purchasers who are cutting it up into building lots. It 
is on old estates that many large building operations are 
under way. An instance of this is the case of a Long 
Island builder who has just announced the beginning of 
construction on 88 one-family houses at Nassau Shores. 
L. I. The site of this extensive operation was formerly 
a private estate. This same builder recently completed 
100 houses on the old Gravesend Race Track and is just 
completing 20 more at Huguenot Heights, Staten 
He declares that there is absolutely no 
building and gives as for his 
rapidity with which buyers for these houses are found. 

The demand for materials made on manufacturers by 
wholesalers does not yet wholly reflect this building ac 


being 


date 


Island 
sign of over 


the basis contention the 


tivity, but cannot help but do so in the very near future. 
Many manufacturers and their agents report that a com- 
paratively small proportion of the business being placed is 
for stock, the major percentage being intended for imme 
diate delivery on specified jobs. 

A number of plumbing and heating 
reported that generally their branch of the industry is not 
so disturbed by price cutting. 

Soil Pipe 

Wholesalers are ordering steadily and usually request 
ing their shipments to be rushed. Reports indicate that 
of the are 


contractors have 


metropolitan permitting their 
stocks to run low July 1 is expected to bring a 
volume of business. Prices are firm and have not changed 
Deliveries are satisfactory, 
Steel Pipe 

Master plumbers and heating contractors are consum 
ing steel pipe in large quantities. This is reflected in the 
Few wholesalers have large 


some jobbers 


good 


orders received at the mills. 
stocks on hand. Deliveries are beginning to be delayed 
slightly. Prices have not changed. 

Wrought Iron Pipe 

Mills are doing an active business. 

the sales are for contracts which wholesalers have with 
plumbing and heating contractors. There jobbers 
who have fair stocks of wrought iron pipe, while others 
have stocks that are very low. Manufacturers are getting 
numerous orders for rush shipments. Their stocks 
such that deliveries are being taken care of satisfactorily. 
Mill prices are firm, as are jobbers’ resale prices, with iso- 
lated instances of rebating to contractors 


A large portion of 


are 


are 


Enameled Ware 
Demand from master plumbers is showing a 
toward a slight Wholesalers’ stocks generally 
are not in proportion with this increase which has been 
reported each week for some time past. July ist speci- 
fications with manufacturers of ware are in good volume. 


tendency 
increase. 








GINEERING 


A sample of the many letters 
received from users of this 
Directory, expressing appre- 
ciation and satisfaction. 
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Special Approval Offer Pul 


As a reader of ‘‘Domestic Engineering’? we want you to 
have a copy of this Directory for inspection and approval. 
We feel sure when you see the book you will desire to keep it. D E N G ] 
If for any reason you wish to return it after thirty days’ free O M E S : | I te 
examination, you may do so without obligation. 

DIRECTOR 


Take advantage of this liberal offer and mail the coupon 


today. There are only a few copies of the 1926 edition left. 1900 PRAIRIE AVENUE 
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ODERN CATALOG FILE 


Dog Engineering Catalog Directory is suc- —_— 
essfuffing the buyer's need for a systematized - 
meth@eping his catalog file up to date and 


easilmble. 


ldo having catalogs and other buying 
inf scattered or hidden away in numerous 
filefompact, handy reference book places the 
man the buyer’s desk, bound under a 
Her, where it cannot become lost or mis- 


SI 

fi! items featured in the Catalog Section 
aflully indexed, so that anything desired 
located instantly. 


pulacturers whose lines are catalogued 
Directory have the advantage of know- 
at their catalog material is being kept 
nntly before the buyers they wish to 
. The buyer using it can also be assured 
he has the latest available information 
which to place orders. 








1291 
Catalog pages 
13,000 illustrations 

1976 pages in all 





The 1926 edition contains the latest condensed 
logs of 450 manufacturers of plumbing and 
ting supplies, with 13,000 illustrations. To 


Bound in imitation leather 


Standard Catalog Size 
734" x 1054" 


veall this matter bound together and indexed is Price $5.00 | 

ich a great convenience that the Directory is rap- | 

ily replacing the old methods of filing catalogs. Domestic Engineering Catalog Direc- 

In addition to the Catalog Section, there are over two tory provides the heretofore MISsSINg link be- 
thousand articles listed in the Classified Section, together tween the buyer and seller of plumbing and ' 

. ‘. . ‘ i 

/_/Avith trade names and names of the manufacturers. The heating supplies. Neither branch of the in- 


thorough system of indexing makes it easy to locate 


f. | tsources of supply. dustry can afford to overlook its advantages. 


Clip and Mail This Coupon 


Deen ee Se ae ae ae a ee ee Se a a ee ae 








t Please send us a copy of the 1926 edition of Domestic ! 

Pua by I Engineering Catalog Directory in accordance with the spe 1 
H cial approval offer. We will either remit $5.00 or return the ] 

l book within 30 days \ 
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Name 

IERING COMPANY | 
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TORPARTMENT ; 
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unchanged Deliveries are satisfac- 


and 


firm 
torily prompt. 


Prices are 





Pottery 

A very conservative attitude is being shown by whole- 
salers in forwarding specifications for future needs, al- 
though most jobbers’ stocks are low. Direct-to-job deliv- 
eries are numerous in the metropolitan territory. Makers’ 
deliveries are satisfactorily prompt. Prices on staple 
bowls and tanks were just reduced by one large maker 
approximately 15 per cent, the announcement stating that 
these reduced prices would apply only on business placed 
for immediate shipment. 

Plumbers’ Brass Goods 

Demand on the part of wholesalers for both tubular and 
cast brass is good There is some ordering for stock; 
however, the major amount of buying is for contract speci- 
Calls from master plumbers are increasing con- 
stantly. Makers’ deliveries are fairly prompt. Prices on 
tubular goods are holding steady. One large maker of 
sheets which indicate an ad- 


fications 


brass has issued new 
vance of about 5 per cent. 
Range Boilers 
New business from wholesalers to maintain their stocks 
constitutes the main movement of range boilers Many 
of the jobbing master plumbers in and around New 
York have fair stocks in their shops. Deliveries are made 
Prices have not changed. 
Boilers and Radiators 
Makers have considerable business on order and many 
report future prospects very good. One large manufac- 
turer in particular feels that future business will be 
steadily good from now until the end of the year. Heat- 
ing contractors are calling for deliveries in good amount. 
This would indicate that many new buildings are about 
occupancy. Factory stocks are good, as are 
Prices are unchanged. 


cast 


promptly 


ready for 
deliveries 


PHILADELPHIA 


What is probably the best indication of business in the 
Philadelphia district so far this year was expressed to the 
market conversation last week with the 
branch manager of a large enameled ware manufacturer. 
This representative stated that the number of sales from 
their Philadelphia warehouse for the first five months of 


reporter in a 


1926 was almost double those of a similar period in 1925, 
but that the total volume of goods shipped into the market 
by his company does not compare with last year’s initial 
five months. This illustrates the jobbers’ tendency to buy 
from hand to mouth, keeping only small stocks of material 
on hand, and depending upon pickups should an unex- 
pected demand for certain articles materialize. 

While there are, of course, many orders placed for later 
delivery, with specifications to come at a later time, this 
being particularly true of brass goods, range boilers and 
soil pipe, manufacturers of these products whose prices 
tend toward stability find an increasing amount of imme- 
diate delivery business being placed with them. While 
this is deplored by some makers, others feel that this sys- 
tem is the better one in many instances, as it prevents 
piling up of many orders at practically the same time, 
trouble with getting specifications for shipment against 
these orders, and dissatisfaction because of delivery 
troubles. At the same time, manufacturers cannot esti- 
mate as closely the amount of production that will be 
needed and have to carry large warehouse stocks to care 
for sudden demand. 

Soil Pipe 
briskness, yet considerable tonnage is 
Many jobbers placed fair-sized orders 


Demand lacks 


being moved. 
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before the market firmed at its present levels and are 
now specifying against these. While two sets of discounts 
are still being quoted, those foundries with the higher 
discounts are practically unanimous in holding their prices 
firm. Deliveries can be made by most makers promptly 
Steel Pipe 

The call for this commodity has shown a decided im- 
provement during the past month. One manufacturer re- 
ports that the month of May was his largest during the 
past 12 months and only one or two months in 1925 ex 
ceeded May’s volume. Practically all orders are for im 
mediate delivery, which is possible for all mills to make 
Prices are firm. 

Wrought Iron Pipe 

The first half of June has brought mills a very good 
amount of business, and should this demand hold up for 
the balance of the month, makers report the month will 
be the best so far in 1926. Mills are having no difficulty 
in making prompt shipments. Firm, unchanged prices 
prevail. Wholesale stocks are being kept at a minimum 
working level. 

Enameled Ware 

The week to week improvement in demand continues, 
with shipments from factories showing a slight increase 
over those of the seven days preceding. Warehouse sales 
are still accounting for a large amount of ware. Prices 
Prompt deliveries are the rule for 
Jobbers’ stocks are not large. 

Pottery 

Orders are now coming in at a greater speed than has 
been evident in the past, and now are exceeding ship- 
ments at some potteries. The greater share of the orders 
for staple goods continues to be for immediate or early 
delivery, with little future business being placed. Whole- 
sale stocks are not large, but are apparently fairly well 
One large company reduced prices on staple 
bowls and tanks approximately 15 per cent, this to apply 
to orders placed for immediate shipment only. 

Plumbers’ Brass Goods 
brass maker is reported to have increased 
prices on many items approximately five per cent, but 
other companies’ sheets had not been changed at the time 
this report was written. Current business for cast brass 
is not heavy, but specifications against contracts are com- 
ing through in fair volume. Slight improvement in the 
demand for tubular goods is noted by manufacturers’ rep- 
Tubular prices have not changed. Deliv- 
eries are being made promptly in most instances. 
Range Boilers 

Prompt deliveries, unchanged prices, and only fair de- 
mand characterize the market on this product. Low 
prices apparently do not encourage the wholesaler to 
stock heavily, although many have placed orders on the 
low market. 


remain steadily firm. 
staples 


assorted. 


One cast 


resentatives. 


Boilers and Radiators 
Demand for both boilers and radiation shows a dullness 
in keeping with the season. The bulk of the orders being 
placed is for early delivery to take care of buildings being 
finished, with slight disposition on the part of wholesalers 
to anticipate Autumn needs. Prices have not changed. 


NEW ENGLAND 


Business, while not so brisk as is usually the case at 
this season of the year, is much better than the first quar- 
ter of the year. Buying is still confined, as a rule, to 
actual needs, but with the pick-up in construction that 
has been seen recently a better movement of material is 
taking place. With most manufacturers and jobbers hold 
ing firmly to prices quoted, a feeling of confidence has again 
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been noticed. Architects have a large amount of work in 
their hands, much of which is being put onto the market 
for figuring. Everyone appears to be busy, either working 
or estimating. 
Soil Pipe 
While the tonnage moved is not as large as usual, there 
is, however, a good quantity leaving manufacturers for 
jobbers’ stocks. These orders are mainly made up of 
many small lots to adjust jobbers’ stocks depleted by 
withdrawals by the trade. Little advance buying is being 
done and foundries are shipping promptly. Prices have 
not changed and are steady with both manufacturer and 
jobber. 
Steel Pipe 
No change in price. The demand on the jobber is good 
and the tonnage moved shows a gradual increase. Job- 
bers’ stocks are being held at ample and well assorted 
ievels by frequent orders on the mills, which, in turn, 
are shipping promptly, indicating a good supply. In this 
commodity, as in others, the rule appears to be to buy for 
near needs rather than for a carry. 
Wrought Iron Pipe 
Prices are firm. Demand on the jobber is fair to good 
and a better tonnage than for some time is changing 
hands. Mills are apparently in good shape to make prompt 
deliveries and, through this service, jobbers are able to 
keep well assorted and ample stocks on hand to take care 
promptly of their trade. 
jnameled Ware 
Prices are unchanged. Jobbers are having a good de- 
mand for this commodity and, as a rule, are well stocked, 
although not heavily. A steady stream of small assorted 
orders are being sent through to manufacturers by job- 
bers. 
Plumbers’ Brass Goods 
Jobbers’ stocks are ample for all demand and, although 
there is a good movement of this commodity, the demand 
at present is not heavy. Demands of the trade, while 
good, are being taken care of without difficulty. Tubular 
goods are moving slowly in this market in comparison to 
cast goods. 
Pottery 
Prices of staple bowls and tanks were reduced ap- 
proximately 15 per cent by one large company. Buying by 
the trade is for needs with a small stock for emergency. 
Jobbers are doing little new buying, as practically all are 
covered by orders entered some time ago and which have 
not as yet been drawn. Pottery shipments to jobbers are 
confined mainly to small lots for balance of stocks, al- 
though the number of shipments made is large and ac- 
count for a good movement as a whole. Potteries appear 
to have good stocks on hand and all orders released are 
coming through quickly. 
Range Boilers 
Prices have steadied and are unchanged at recent an- 
nounced levels. There is a good but not heavy movement 
out of jobbers’ stocks, all of which is being replaced 
promptly by manufacturers on orders at present on file. 
Quick and complete shipments are the rule. 
Boilers and Radiators 
Prices are steady with no change announced. Business 
is good for this season and there is a steady entry of new 
business on contracts recently closed for future release. 
Both manufacturer and jobber are carrying stocks that 
are ample for all immediate needs. Deliveries are being 
made promptly. 





The Guardian Trust Co., of Houston, Tex., has com- 
pleted plans for a nine-story, fireproof co-operative apart- 
ment house to cost $1,000,000. 
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PACIFIC COAST 


There continues a normal amount of business on the 
Coast, although conditions vary in the different jobbing 
centers. The amount of business in prospect is fair and 
if activities in other lines are any guide, plumbing and 
heating should improve. Purchasing by all concerned con- 
tinues for actual requirements only, with very little indi- 
cation of speculative buying, the trade as a whole seeming 
to feel that prices are more or less stable and any change, 
either up or down, would not be of sufficient amount to 
warrant any change in present purchasing volume. 

Soil Pipe 

While sales of this commodity from jobbers’ stocks 
continue in small lots for immediate requirements only, 
the gross tonnage being moved at present is of fairly 
good size. Jobbers generally have well assorted stocks 
and prompt shipment can be obtained from foundries. 
Prices to the trade remain unchanged and are, as a rule, 
holding firm. 

Steel Pipe 

The steel pipe situation on the Coast continues about 
the same as for the past few weeks, and there is no indi- 
cation of any change in the near future. Distributors 
generally have ample stocks and prompt deliveries can be 
obtained on mill shipments. Prices to the trade remain 
unchanged and are holding firm. 

Enameled Ware 

Purchasing of this commodity continues for actual re 
quirements only, which are not large at present. Building 
in course of construction and contracted for indicates that 
there should be an improvement in the demand before 
long. Prices to the trade are, as a rule, firm and during 
the week there was an advance in the price of staple lava- 
tories in some of the Coast jobbing centers. 

Pottery 

One large potter recently announced a reduction of 
prices on staple low vitreous tanks and washdown bowls 
The reduction became effective June 14, and amounts to a 
little over seven per cent. Sales continue in small lots 
for immediate requirements only. Distributors have ample 
stocks, and prompt deliveries can be obtained from all 
manufacturing sources. 


Plumbers’ Brass Goods 

This commodity as a whole shows a better demand than 
other items of plumbing material. While prices are hold- 
ing fairly stable on cast brass goods, Northern California 
jobbers reduced their prices on tubular goods during the 
week. In the other jobbing centers no change was made. 

Range Boilers 

Range boilers showed no activity. during the week. 
Purchasing continues for immediate requirements, which 
are not large at present. Prices remain unchanged and 
are holding firm at present levels. 
CAST IRON PIPE SHIPPED DIRECT FROM ANTWERP 

TO CHICAGO 

An unusual shipment of cast iron pipe was received in 
Chicago recently by A. Burt Champion, Chicago represent- 
ative of B. Nicoll & Co., Inc., New York City, when the 
S.S. ‘Jan’’ of Antwerp, Belgium, sailed into the Chicago 
River with 2,000 tons of cast iron pipe, having come from 
Antwerp through the St. Lawrence River and the Great 
Lakes. The pipe is now being loaded into cars and being 
shipped to Des Moines, Iowa. The pipe was manufactured 
by Pont-a-Mousson at Nancy, France. 





Carthey Plumbing Co., Salt Lake City, has secured a 
$7,000 plumbing and heating contract on a local school. 
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The Stock Market 


( tations furnished by Frazier Jelke & Co., Chicago 


lhe Metal Market 


14.06 


13.90¢ 
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The Old Metal Market 
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Legal Decisions 


TERMINATION OF 


i mn to be the 
| joint adventur 


PARTNERSHIPS 


rule in partnerships, as well 


that the partnership 


agreement 


main n force only until the purposes of the partner 
have been accomplished; for in Citizens’ Trust Comy 
v. Tind (Mo. App.) 194 W. 1066, it was held th 
mercantile partnership which sells its entire stock 
thereafter ceases to buy and sell goods is in law diss« 
The notice of dissolution in such a case is merely imy 
I n reference to rights of third parties dealing 
of the partners without notice of the dissolution 
between the parties themselves there is no question 
hat unle there is an understanding to the contrary 
partnership agreement remains in force only until 
purp of the partnership is accomplished.—Kansas | 
lo.) Court of Appeals, in Fuller v. Laws, 271 


tern Reporter, 836 


RESPONSIBILITY FOR WHAT IS SIGNED 


FYAHE law presumes that people intend to do 

| they actually do Men are presumed to intend t] 
reasonable consequences of their conduct and act 
They will not be heard to say that their minds did 
meet upon a proposition which they have signed 
which written in unambiguous language. They 1 


had 


have something else in mind, but they are held 
sponsible for what they actually sign. 
One is not justified in asking a cancellation becau 


unilateral (one-sided) mistake of fact on the 


£routl 


that the other party has suffered no intervening injury 

is assumed that each party to a contract thinks it is t 
his advantage to make it. Otherwise, why should t} 
contract at all? A person is not required to show hi 
reasons for desiring to enforce a contract someone | 


' 
fairly a 


id 
of Texas, in Wheeler v 


him.—-Commission 


Holloway, 276 Southwe 


voluntarily made with 


Appeals 


ern Reporter, 653. 


PRACTICE WITH REFERENCE TO 


BY COLLATERAL 


NOTE SECURED 


holder of a with 


PYINHE note, collateral to secur: 

I may sue on the note, at least against the maker I 
it is no defense to the maker that there has not b: 
tender of the collateral. In such a case, the maker 
entitled to the collateral upon payment of the amount 


due. How is he to get it? Certainly not by pleadins 
that he offered to pay if the holder would 
the collateral, for that is 
legal tender be pleaded, and then it is only a partial 
fense. A pay the debt. It only ha 

effect of stopping interest and costs, and makes the hol: 


liable suffered the debtor 


a defense 


render not a defense unl 


tender does not 


for damages if any are by 


reason of the holder’s refusal to accept the tender 
proper practice is to set up the facts as a counters 
and pray that upon payment of the amount du 


plaintiff be required to deliver up the collateral Sup 
Court of New York, Appellate Division, in National B 


vy. Realty Co., 209 New York Supplement, 522 
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WHY SEND HALY 102 HEAT UP THE CHIMNEY 2 
THE LEADER ECONOMIZER 


WILL CUT OIL BILLS ONE-THIRD 









The Underlying Reason 


Don’t blame the oil burner because a 
great portion of its heat is wasted. Most 
oil burners today are installed on coal- 
burning furnaces or boilers, designed to 
have high stack temperatures. The 
Leader Tenet positively will cut 
down stack temperature and reduce oil 
bills simply by passing the waste gases 
over edditional heating surface. 


Opportunity for 
You 


Exclusive rights will be given to deal 
ers in certain localities. The Economizer 
by cutting oil bills and heating the home 
more effectively, will help the sale of oil 
burners. There is a nice margin of profit 





for our distributors 


It is not new and untried. The first : We. a Patents thoroughly protect us against 
Economizers were installed over five years §, uae. ; infringement. 
ago. Hundreds are now in use and be f j 
fore another heating season passes they y We shall be pleased to discuss the 
will be numbered in thousands. : awarding of a distributorship to any firm 
Economizers can be used on Warm having adequate financial backing and a 
Air, Hot Water, Steam or Vapor Heating sales force sufficient to aggressively push 
plants, Ec onomizer sales 


N EACH CITY AN EXCLUSIVE DISTRIBUTOR 
WILL HANDLE THE ECONOMIZER 


WRITE FOR OUR AGENCY PROPOSITION 





DECATUR, ILLINOIS 
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Mention Domestic ENGINEERING when writing advertiser 
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Top picture, left to right: J. H. O'Brien, EF. P. Heckel, C. EF. 
Barrows and George P. Smith. —Middle pictare: E. H. Beling, 
J. bb. MeCletland, W. EB. Foskett and Carl Johnson.—Lower 
pieture: bk. kk. Bolte, Ira Soper, Col. W. H. Chenoweth and 


Russel Doherty, at the golf tournament of the Illinois Chapter 






and Ventilating Engineers, 
held recently at Wilmette Country Club, Wilmette, TIL. 


of American Society of Heating 
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VENTILATION IN OFFICE AND SHOP 

A tragic psalm of complaint could be written fron 
words of workers compelled to spend most of their 
in an unhealthful atmosphere. 

A poorly ventilated room reacts unfavorably or 
health and efficiency of workers. Accident and sick 
statistics point, to inadequate ventilation as a predi 
ing cause of many industrial ills. 

Temperature, humidity, dust content, and motion of 
air in a room are the primary factors in determi 
proper ventilation. Overheating of the air speeds up 
motor of the body and produces abnormal strain. Ex 
sive humidity aggravates the effects of increased temp 
ture. Stagnation tends to dull the motivating force 
the worker. 

Processes carried on within rooms, operation of 
chines, discharge of fumes and dust contribute: with 
human being to make indoor conditions undesirable 

{ temperature of 68 degrees Fahrenheit with a n 
ture content of 50 per cent relative humidity are desir: 
factors 
of the room air is necessary. 

Many cases require mechanical means to obtain 


desired ideal. It may be a fan exhausting fumes fro: 


chemical process or a duct system bringing in and exha 


ing air But in each case the object is to arrive at roo 


conditions closely approximating desirable atmospher: 
the worker. 


tion of temperature, humidity, and air movement cite: 


above is maintained. 

The Richards & Jessup Co., 2 
ford, Conn., will install the plumbing and heating syst 
in the new high school at New Canaan, Conn. 


Summer street, St 








In addition, provision for movement or chang 


Conditions are best when the balanced rv: 






SUPERIORITY 
UNCHALLENGED | 


Silent — Satisfactory — Sanitary 


See the Exhibit of CURTIN NOISE- 
LESS TANK FITTINGS this month 
at Booth No. 11, Section E during 
the National Convention of Master 
Plumbers at Louisville, Kentucky. 
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| ANACON DA 
is : . | from mine no ee 
HERE is more general interest in | “er 
brass pipe today than ever before. | 
Present installations help to sell new | Advertised 
| 


to increase your business 


ones. Architects and building con- 
tractors recommend brass pipe because 
it means satisfied owners. Advertising, | Trademarked 
too, is constantly making it easier for | 

the plumber to sell Anaconda Pipe. i 


for easy identification 


Tap on to this high pressure opportu- Guaranteed 


nity for profitable business. Sell the | for your protection 
brass pipe which is advertised, trade- Z \ 


marked and guaranteed—but whichcosts al 
younomore. Sell AnacondaBrass Pipe! | 




















Sales helps sent free on request. 
Write for sample copies. 
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THE AMERICAN BRASS COMPANY 
GENERAL OFFICES: WATERBURY, CONNECTICUT \" 
Offices and Agencies in Principal Cities 
Canadian Mill: ANACONDA AMERICAN BRASS LTD., New Toronto, Ont 
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For Every Water Supply Service 
ANACONDA BRASS PIPE 
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Bull Do 


Bull 


covered seats have 








Dog celluloid 


lithe good qualities 
f Bull-Dog varnish 


finished seats 

















O-B Brass Valves 


are made in the following styles: 


Radiator Valves 
Flexitite Disc, Gate, No. 50 
Steam, No. 30 


Flexzitite Dise Gate Valves 
25 th. Standard 
Stem, No. 20 
Standard HRiusing Stem 


Non Rising 






Flezitite Disc 
Gate Valve 


OHIO BRASS COMPANY 
Mansfield, Ohio 





















Constructed like an injector, with a 
tapered outlet, the water is delivered 


to the bow] with a strong, uniform flush, 
even in low pressure districts. Shuts off 
gradually and smoothly 


Further details gladly furnished 


fe | 
BEATON & CADWELL MFG.CO, 
éstablished ‘*0 bad 


200 Gal. Per Hour Pump 


5 GAL. PRESSURE TANK 
$8959 List F. 0. B. Dayton, O 


Large Discount to Plumbing 
Contractors 

The Uniflow Shallow Well “FRESH 
WATER SYSTEM” equipped with &% 
H. P. Repulsion-Induction Motor is 
just the thing for small homes and 

} cistern installations. Get in on this 
special offer. Dealers are ordering 
like *‘Hot-Cakes.”’ 

Complete line of Shallow and Deep 
Well Pumps, Water Softeners and 
Septic Tanks. There is a proper size 
for every job 

Write for ‘Green Book"’ 


The Uniflow Pump & Mfg. Co. 


Fifth and Perry Sts. -i- Dayton, Ohio 
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125 tb Iiot Water, No. 40 | 
No 21 Packless Graduated, No. 35 
100 Ib. Light Standard, No. 25 Union Elbows, No. 45 
Globe, Angle and Check Valves Renewable 
Brase -B 
Disc Diae 
150 tb Standard No 10 
125 tb. Standard No. 1 No. 15 
100 Th Light Standard No. 1% 
mpetition No. 2 
Lock and Shield No. 5 No 5 
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Practical Plumbing Problems 
(Continued from Page 30) 
if 


1 is also stack vented, which is perfectly O.K pl i 





able and the connection not too long. 
Now we will take up the individual drawing 
follows: 
NIG. 1 This is a very nicely arranged piece of w 
and there is nothing to criticize as far as cor 
practice goes. Generally a single trap serves the 
bination sink and wash tray Possibly location of 
{ + + + 
} t ! 
[ 
+ ~) 
-1 se | [10 
if il. co} 
= ed {| 9 
| = [I fe: 
Maced} 1 epee 
t = pe 
1} i] f 
il tm | 
{ |, jw [== 
CAH a rei = | 
tt a pee 
+, 
rei __f Td 
bf < ewe —o _—— —_ 
Fig. 17 
right hand vent stack is a little more favorable as shi 
n Fig. 2, with shorter vents 
Fig. 2 This drawing also, is exceptionally well d 
Connection of 1 into the heel of the closet bend i 
good practice The several wet vents in our opinion at 
entirely O.K 
; : . 
Fig. 3 \ good job Perhaps a little more pipe 
on the vent stacks than really necessary In Prob. 1-A 
the venting if done as in Fig. 2, would be improved In 


1-B the use of two vent stacks is not necessary, and Fig. 2 
l 


1ioWs a simpler method which would be just as effective 


Fig. 4 No criticism other than in our general remark 
Fig. 5 Fig. 10 shows a better connection for 4 and 5 
8 should be stack-vented, same as the other fixtures in 
| { co oe 
j | 
| 
t + t 
AW 

















men bee ob 2 womuew 14 - 
Fig. 19 Fig. 20 
this group. The vent for 14 should rise above the fixturs 
A single trap on the combination fixtures is comm 


used 
Fig. 6 1 should not connect into the heel of 2 1 


5 might better be connected as in Fig. 10,-—it would 


expense 8 should be stack-vented, also saving expe! 
It seems to us more systematic to handle the ve 
more as in Fig. 2, in the case of Prob. 1-B. The use 
special refrigerator drip sink is much better in our opi! 
than to use a sink in common use as in the pre’ 
drawings. Instead of running the vent for this 

through the roof, carry it to the nearest fixture 
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Hudson Portable Shower No. 200 


Shower is made of 52" O. D. brass, heavily 
nickel plated and 3%" corrugated rubber 
tubing. Special coupling to prevent 
blow-off of rubber from stem.  Fur- 
nished with 24" curtain ring, 71" rain 
head, heavy white duck curtain, nickel 
plated curtain pins, 5’ highest grade rub- 
ber tubing, nickel plated serews, alu- 
minum bulb connection to bath cock 
and adjustable cast flanges. 


Packed in individual cartons. 


Your jobber has them. 


Now is the Time to Sell Them 


HUDSON 


Portable 
Showers 


Summertime is shower time and a 
careful check-up of the number of 
homes in your locality without a 
shower will show you a_ wonderful 
field for hot weather profits. The Hud- 
son Portable Shower No. 200 is just 
the item for quick sales. 


Can Be Attached to 
Any Bath Cock 


This Hudson Portable Shower not only can 
be attached to any bath cock, but the bulb 
for such attachment is a light weight alumi 
num casting made in our own foundry and 
specially designed so that it cannot blow off. 
The bulb washer can be easily renewed when 
worn out. The Clamp Nut attaching the rub- 
ber hose to the bulb is also aluminum and 
can be readily removed to permit replacement 
of the rubber tubing. The Shower Head is of 
large size and permits a full flow of water. 





Thousands Needed Everywhere 


Even homes with a permanent shower installation can find use for 
an extra portable shower. It is a convenience the advantages of 
which are instantly apparent. Each shower packed complete in 
individual carton ready for use. Place your order NOW. 


egriem WORKS, Inc. 


HUDSON BRASS 


16-20 Nassau Street 


Brooklyn, N. Y. 
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Cutting Costs and Winning Profits 


time. Cut costs by speeding 
up the job. Insure leak-proof 
connections. Satisfy your 
customers. And add to your 
reputation. 


High quality installations de- 
serve high quality fittin’s— 
Square “Gee” fittin’s. Say 
earning fittin’s. They come ___ these two words to your 
easy and fit tight—the first _jobber’s salesman. 


THE GRABLER MANUFACTURING CO. - Cleveland, Ohio 


“GEE 
PipeFITTINGS 


VERY nickel you save on 

labor costs is a nickel you 
can add to your profits. And 
in the course of a year these 
nickel savings represent a 
tidy sum of real money. 


Square “Gees” are money- 


SQUARE 
Malleable ton 
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Members of the Class are urged to send in their draw- 
ings as early as possible. Of course, tf you cannot send 
them in early, send them in when you can. 


1 lod 7 9 


Figs. 7 and 8.—In Fig. 7, 2 
could be double-connected to advantage, with a saving in 


requires no vent. 4 and 5 


expense, Prob. 1-B uses more vertical vent piping than 
necessary,—Figs. 1, 2 and others show a better layout 
Use of a special drip sink is good. 

Fig. 8 shows the method commonly practiced in this 


town of Waukon, Iowa, and we show it only to call atten 


tion to the need of better practice. In short, the ordinary 


| 
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— | | 
5 1 | 2 s Hil is | 
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women 14 omer " “ 


Fig. 22 


plumbing system of this town has a vent only through the 
roof and the fresh air inlet. 

Fig. 9.—4 and 5 are better connected as in Fig 
Fig. 11. If 7 is connected into the foot of the vent stack, 
as in Fig. 2, it should be 
stack-vented. 

Fig. 10.—The 
8 and 13 should be trapped as in 
should be vented. 

Fig. 11.—No further criticism than that contained in 
our general discussion. 5 


10 or 


will require no other vent. 8 


cleanouts, 
Le; a6 


two 


11 


main traps should have 


Figs. and 


Fig. 12.—Connect 4 and 5 together either as in Fig. 10 
or Fig. 11. 6 and 7 could be connected into the foot of 
the vent stack, and effect a saving in expense. As here 
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; x 
ie Sa 
| as 
Fig. 23 Fig. 2: 
connected, the sink side of 8 and 13 is not trapped. 14 is 
not well vented, as the lavatory waste is only 1%-in. 18 


is not vented. 12 and 17 should have an indirect connec- 
tion, but not connect directly either to the drainage or 
the vent piping. This requirement is due to the danger 
there might be from contamination of food in the refrig- 
erators, 

Fig. 13.—4 and 5 should be connected as in Fig. 10 or 
11. The main vent stack in Prob. 1-A should return into 
the seil stack, and 7 connect into it, as in Fig. 14. The 
other main vent stack should also return into the soil 
stack. No other criticism except such as are in our gen- 
eral remarks. 


ENGINEERING 



















\, Horse Power Century Repulsion-Start 
Induction Single-Phase Motor 







For Oil Burners 


The low starting current of Century Repulsion- 
start Induction Single-phase Motors accounts for 
the minimum flickering of lights produced when 
oil burners, pumps and household refrigerators 
are automatically started. 











Other important features of these motors are: 


1 










High starting torque—not less than 300% 





of full load torque. 





Any approved single-throw switch may be 






used for starting. 






the 





they touch 


commutator only during the starting period. 





Brushes are long lasting 







All automatic and remote control requiré 
ments are fully met. 







and smaller sizes are 


Century 
using only contin- 


One _ horse 
equipped 


power 
with the 
System of Lubrication 





oO - Ww bh 


Wool-yarn 







unbroken strands of pure wool 
This at 
continuous 24-houf-per-day operation, with 





uous 





least one year’s 





yarn assures 






out reoiling. 










Century Repulsion-start Induction Single-phase Motors are built 
in all standard sizes from 
not more than 40 Degrees Centigrade. 


\¢ to 40 horse power. Temperature rise 







There is a difference—use and specify Century 
Repulsion-start Induction Single-phase Motors 















CENTURY ELECTRIC COMPANY 
1806 Pine Street St. Louis, Mo. 


29 Stock Points in the Unitcd States 
and More than 50 Outside Thereof 





















to 40 H. P. \% to 40 H. P. 
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The original adjust- 
able stock and die, 
made since 1875 and 


still increasing in 


popularity. 
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Send to Department D for 
Catalog No. 19, showing our 
complete line of Pipe Tools. 
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Fig. 14 A very well-thought-out layout. A note men- 
tions the fact that 4 and 5 could be connected together, 
but that both fixtures would then be liable to stoppag It 
is true that in such a connection as this, when stoppage 
affects one fixture, it affects both, but in our opinion this 
objection would not be sufficient to offset other advantages 
gained by it 

Fig. 15 4 and 5 should connect into a double waste 
fitting. One trap for the combination fixture is sufficient 


+ 
—f-- 
j 
j 














Fig. 26 


S and 13 are not vented by the pipes that are apparently 
supposed to vent them, neither are 10 and 15 vented, for 
the vent connection is so made that it does not deliver air 
t a point where it will prevent siphonage. Other criti- 


cisms are to be noted in our general discussion. 
Fig. 16.— This is very well done, and there is no other 
criticism than that given in our general discussion. 


Class members are requested to send in their photo 
graphs for publication. Photos and halftones are re 
turned to them as soon as used. 


NIG. 17 The connection of 5 is somewhat unusual, 
|: but as it connects into a 2-inch stack, there can be no 
danger of siphonage of 7, and we therefore feel the con- 
nection to be O.K. Other criticisms will be found in our 
general remarks. 











| Fig. 2 Fig. 28 
Fig, 18.—4 and 5 might well be connected to a double 
waste fitting. 8S and 13 require only a single trap. Pos 
sibly less vent piping would be called for if the venting 
were done as in Fig. 2. 

Fig. 19.—There is no venting in Prob. 1-A, and we think 
that fixtures below the top floor should be vented. Only 
the basement water closet is vented in 1-B, whereas we 
feel that the venting should be about as in Figs. 16, 17 
and others. The refrigerators should not connect into the 
drainage system directly. 


Fig. 20.—This drawing is well done, and the only crit! 
cism is that contained in our general discussion. 

Fig. 21.—Combination fixtures require only one (trap 
11, with its long flat waste, should be vented. An excel 


lent layout. 
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Dual Gas Valve—sup- 
plies Gas to Metal 
cating Pilot and to 
Main Gas _ > ain Burner. Thermostatic — heat 
Supply. operated — Metal. 
he 
eis Ss ead z Snap Action Mechan- 
—— a ism for Opening and 
Alh 4 SS ee Main Gas 
OAS y Lee Supply. 
YT Akane 
CUE AE : 
, ’ 
3 
% 
* 
ges Burning 
Gas Supply Line Main B gt 2 Pilot. 
for Metal Heating 5 ee Gas Su ~ i Fie 
3 pply iy ee 
Pilot. Vine, Beate 
Metal Heating Pilot— 13 
controlled by snap- : 
acting Thermostat in 
the Storage Tank. 





EQUIPPED tific; 


Provides Dependable Protection 
against the hazard of Escaping Gas 


The snap-action “PATROL” 
Valve automatically keeps the 
main gas supply closed, and 
will only open the gas supply 
in conjunction with the action 
of the Thermostat—when the 
pilot light is burning. 


In addition, the ‘‘PATROL”’ 
Valve immediately shuts off 


Ask your jobber or us today for 
details and prices 


on your appliance. 





L- 


the main gas supply if the pilot 
light becomes extinguished. 


Homekeepers are demanding 
safety in Gas Appliances. 
Meet the demand with Rex 
Automatic Storage Heaters 
equipped with the safety 
‘‘PATROL”’ Valve— and 
build your sales. 























ee. S 


FOR ALL GAS APPLIANCES 
The Patrol Safety Valve can be used wherever Gas is 
ignited by a pilot—regardless of the kind or type of 
appliance. rite at once for details regarding its use 








THE CLEVELAND HEATER CO., Cleveland, Ohio 
The Quality Tank Heater Builders for Over 20 Years 


Copyright 1926—Cleveland Heater Co . 
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TAKING A TIP FROM THE CIGARETTE PEOPLE 
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a 
What a whale of a difference a few cents 
make—in BALL-COCKS! 


You t a ball-cock for almost any price you 

want to pay bid? when ui buy a Sherwood ball 

wk m bu yuality Natura you have to pa 
slit 
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Ask Your Jobber 


SHERWOOD BRASS WORKS 
’ Mt Deter M 











N. F. 1055 


PATENTED 


The Type for 
Gymnasiums,Clubs 


Etc., Etc. 


N. F. 1050 supplies to wall 
N. F. 1060 supplies to floor 


NIEDECKEN SHOWERS 
are now and have been 
giving satisfactory service 
for years under trying 
conditions in the largest 
shower installations in the 
world. 


wae 
NIE DECKER 


The Flow Control is easily reached and regulates the force 
of water from the cast brass showerhead which has a 
removable face with accurate spray holes. 

The Mixer is permanent and always reliable. 


Write for Bulletin DI0OX 
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| Fig. 22.—3, 4 and 5 should connect into the soil stick, 
and the latter two should be vented. We think an m- 
provement would be made if 19 connected into the t 
of 18. 
Fig. 23.—A very good layout. Only one trap is né« 


sary on the combination fixture. Running a vent thr: h 
the roof for 18 seems an unnecessary expense, as it « id 
into any nearby branch vent. Prob. 1-A re; 

sents a single house, and 1-B a two-family house, and 
| it is wrong practice to connect the systems of two differ: nt 
| houses together. 


connect 


Fig. 24.—This layout is one of the good ones. No f 
ther criticism than that contained in our general remar 

Fig. Excellent,—no further criticism. We under 
stand that this drawing comes from a student of plumbing 
in a Porto Rican school, and we are pleased to give it 
special praise. 

Fig. 26.-—This also is a fine layout. It is more cus 
tomary to use only one trap on a combination fixture 
why use two on 13? 


oF 
«ov. 











Fig. 30 


Fig. 27..—This is one of the first-class drawings. It 
| generally considered better to return the vent stack into 
the 


Fig. 


L 


| 
| 
= 
| Fig. 29 
| 
soil stack,—therefore we recommend it in Prob. 1-!3 
28.—A single trap on a combination fixture is all 
| that is necessary. The refrigerator stack should not con 
nect into the vent system, but pass through the roof. Mor 
| vertical piping is used than necessary, other draw 
ings. The vents for 14 and 18 should rise above the fix 
| ture before connecting into another vent. As now shown, } 
| waste can pass off through the vent. 


| 
Fig. 29. 


see 


There is some criticism of several features of 


| this layout in our general remarks. Otherwise there i 
no further criticism. 

Fig. 30.—1 should not connect into the heel of thi 
closet bend. We prefer to see 4 and 5 connected doubl: 


| as in Fig. 21. A note with this drawing states that a 
previous drawing had been criticized for lack of traps on 
| the refrigerator wastes. We would have to criticize thi 
| drawing in the same way. Regardless of a trap in the 


| frigerator itself, the waste should be trapped. We regret 
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thit a previous drawing was not reproduced as originally 
shown. It might easily be that among the hundreds of 
drawings handled, and with many obscurities in them, an 
asional instance of this kind should occur, but never 


Or 
deliberately, and of course we regret that it should ever 
occur, 


_ 

















— 
Prenitn 1B 


Fig. 33 


to send 


ts 


Join the Class now. All that is necessary 


in a solution of a Plumbing Problem. 
connected 


IG. 31. and 5 could be 


I double to advantage. 


on combination fixtures. 


It is possible that 4 
Only one trap is really required 
Otherwise the drawing is O.K. 


Fig. 32.—4 and 5 might be connected together to 
advantage. A single trap for the combination fixtures is 
O.K. The refrigerators should not waste or vent directly 


into the plumbing system, but indirectly. 
Fig. 33.—Beyond the criticism found 
remarks, there is nothing further. 


in our general 


Fig. 34.—1-A and 1-B are two separate problems, so 
that it is wrong to connect 8 and 13 as shown. A note 
10 2 
ol ar im 
4 (es 
oa ev 























Premise | 2 


Fig. 36 


Pronstn 1B 


Fig. 35 


states that the local plumbing code does not call for a trap 
under each refrigerator. it is our opinion 
that food in the refrigerators is safer for having such a 
safeguard. 

Fig. 35.—1 should not enter heel of closet bend, neither 
should waste connections be made into the heel of 9 or 14 
bend. 3 should be-stack-vented, also 8. We think it 
would be advisable to give 4 and 5 a double connection. 
The refrigerator stack should pass through the roof, and 
never connect into the vent piping any more than into 
the drainage piping. 

Fig. 36.—2 requires no vent. The venting of the bath 
trap, 1, seems to us equivalent to crown venting, and we 
imagine that these vents are often completely closed with 
grease, etc. Are we correct? Expense could be saved, by 
connecting 7 into the foot of the vent stack, as in Fig. 1, 
etc. We do not like the idea of leading the waste from one 


Nevertheless, 
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trap through another, as in 10 and 11, also 15 and 16. | 
While 10 and 15 are not double-trapped, the stoppage of | 
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“CHICAGO”’ 


No. 2 


Power Pipe Thread- 
ing Machine 





Fer 
Production and Precision 
Threading 


PORTABLE 
Capacity \" to 2’ Pi 

” it to 134” Bolt 

FEATURING: 
Quick Die Cha 
Automatic Die 

ree Speeds. 
Perfected Oil Control. 
Send for Catalog. 


CHICAGO PIPETHREAD MACHINE CO. 


Office and Factory: 1615 Racine St., RACINE, WIS., U.S. A. 
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Ask for profitable details on the 24 gal. Unit 





THE CLEVELAND HEATER CO. - Cleveland 


the quality Water Heater Builders for over 20 years 











Automatic Gas Water Heater 


Two men, bought water 
heaters. One bought a 
Humphrey. The other 
bought “something just 
as good—but cheaper.” 
That was 10 years ago. 
Today they both have 
Humphreys. 


Humphrey Company 
(Dio. Ruud Mfg. Co.) 
Kalamazoo 





Type “‘A”’ Michigan 














“She Red Metal Line 


NIE 


TRADE MARK REG. U.S. PAT. OFF. 


Staple Brass Plumbing Goods 
Concealed Fixtures 
Water Works Brass Goods 
~of Bronze Grade Metal 
in Enduring Quality 
THROUGH JOBBERS ONLY 


UNITED BRASS MFG.CO. ““"3hié*? 
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“GOLD NUGGET” 


BRASS FERRULES 


The manufacture of quality brase 
ferrules is a specialty wito us. If 
you want togive your trade high 

je accurately madeand nicely 
finished goods» standardize onthe 
Richmond Line. Our large ware 


house stocksand unexcelled ship- 
ping facilities makes trading with 
use mostestisfactory proposition 


RICHMOND 


Foundry & Manufacturing Ce. 
RICHMOND, VIRGINIA 




















It was the first combina- 
tion sink fixture on the 
market. Has many exclu- 
sive features, including 
adjustable arms. But 
most of all, because it is a 
Chicago Faucet, and that 
means there’s no higher 
quality. 


Cc M j Cc A is o The Chicago Faucet Co. 


2700-22 N. Crawford Ave. 


FAUCETS “== 

















yerastcuae F. H. Rinehart 


ems Syracuse Plumber Says: 
$ 66 “I recommend the EverHot 
Heater from a mechanical 
and economical standpoint 
‘88 as the most practical heater 


on the market.”’ 


$139 ~ 


* EyerHot Weater Co. 


Detroit, Michigan 











MYERS ELECTRIC 
HOUSE PUMPS 


For Home or Farm 





a 


RESIDENCE 
WATER SYSTEM 







A complete unit ready to be con- 
nected up with water and power lines. 
Equipment includes pump, motor, tank, 
automatic switch, gauges, valves and 
fittings. Operation any electrical cur- 
rent—city service and farm lighting 
and power systems. Most important 
—safe, silent, sure and dependable. An 
acknowledged leader in water circles 
and one that always gives satisfaction. 
Other water systems of equal merit for 
hand or power operation make up the 
MYERS LINE—A postal brings cata- 
log and information. 


Tue F. E. MYERS & BRO. CO. 
Ashland, Ohio 
Ashland Pump and Hay Tool Works 
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the drum trap in either instance would put both fixtures 
out of commission, and the stoppage of this type of trap js 
of common occurrence. There are three connections into 
the heel of a bend, which is always poor practice. 

The two problems we have been discussing, are sir 
vet many errors are to be found in the drawings, showing 
that there is still work to be done to get the perfect work 
we are aiming for. At the same time, a large part of the 
errors are really of minor importance, and not at all vital 
We want in this work, to bring out the best there is, and 
so we tag every error that we see. 

While there was quite a bit to criticize, we have to 
remember that it covers 50 drawings, and we have no 
hesitation in saying that on the average the work 
excellent, with many fine layouts shown. 


Good Judgment 


(Continued from Page 25) 


of straight thinking back of that grumbling. I just want 
to set down here a few samples of the conclusions Mr 
Morrill has arrived at. He thinks straight and talks 
straight from the shoulder, even though he admits that 
there is a big improvement in our field over what it used 
to be 

‘The thing I find among all of us,”’ he said, “is the 
greedy disposition we have. It has been the practice for 
the most part in the past to see how big a shop we could 
run. The larger the job the more we wanted it, regard 
less of price. Ask some why they took such a job and 
they will say, ‘Look what an advertisement it will be.’ 
Yet that same man would not spend $100 a year in ad 
vertising a forty-thousand-dollar business, making 10% 
net. The whole thing was to keep some competitor from 
getting the job, regardless of profit Credits were not 
thought of. 

“But a change is to be noticed now here and there. We 
find men doing a fair business at a fair profit, belonging to 
luncheon clubs, spoken of as among those who form the 
backbone of the city On much of their work they have 
no competition Lecause people trust them. 

“TI think this change is being brought about by the fact 
that the men coming into the business today have had 
more schooling than older men used to get. The trade pa 
per is doing its utmost to educate the plumber into know- 
ing what the other fellow has done and is doing. 

‘Keep your credit good by watching your credits and 
you will succeed, for he who watches his credits is a busi- 
ness man.” 

Concerning competitors, Mr. Morrill expressed a thought 
that I don’t believe I’ve ever heard before. He said, “I 
believe in helping my competitor to keep busy. My every 
wish is that he may be busy. For I know that when he 
has all he can do, I have no competitor.” 

Mr. Morrill’s system must work. He finished his sixth 
year in business on the last day of February, 1926. He 
had just a little more than five hundred dollars when he 
went into business for himself. Hé owns his own store 
now, and completed this year an addition to the building 
fifty-five feet long and twenty-four feet wide. Merchan 
dising and the right method of estimating, with a profit 
on every job and a known overhead—these are the ele 
ments that make up his system—and not one of them t 
of the reach of any member of the industry. 


Morris Cohn, 378 Stanley street, New Britain, Co: 
has tentative plans for the construction of a hotel b 
ing about five stories high. The first floor is to be 
ranged for stores, and the other floors will be planned 
200 hotel rooms. 
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Obituary 


William J. Denton 
William J. Denton, who has represented the Weil 
IcLain Company of Chicago in Milwaukee, Wis., for the 
past two years, died at his home in that city, on June 7th 
Joseph Rosenfield 
Joseph Rosenfield, a contracting plumber of Rock 
Island, Ill., died on May 30th at St. Anthony’s hospital in 
that city, in his 61st year. Five weeks ago Mr. Rosenfield 
ubmitted to an operation from the effects of which he 
failed to rally. Death terminated an illness of six months’ 
duration. Mr. Rosenfield entered the plumbing business 
when he was 15 years old and followed the trade the rest 
of his life. For several years he was plumbing inspector 
of Rock Island and helped draw up the plumbing ordi 
nance now in effect in that city. 
John H,. Cooney 
The many friends in the trade of John H. Cooney, heat 
ing contractor of 210 North Fourth street, Harrison, N. J., 
were shocked to learn of his death on Friday morning, 
June 12th. 
taken ill with pneumonia on June 3rd and was removed to 


Mr. Cooney, who was 56 years of age, was 


St. James Hospital on June &8th when his condition became 
critical. Mr. Cooney, who resided in Arlington, N. J., 
went into business in Harrison 28 years ago and was one 
of the best known contractors in the section. He was a 
member of the Heating and Piping Contractors National 
Association, an Elk, a Knight of Columbus, a Kiwanian, 
and an enthusiastic playing member of the Eastern Trade 
Golf Association. He is survived by his widow, two 
daughters, and four sons, three of whom have been asso- 
ciated with him in business. The funeral was held Mon- 
day morning, June 14th. from St. Stephen’s in Arlington 
B. L. Lehman Dies .of Auto Injuries 

B. lL. Lehman, president and treasurer of the plumbing 
business of B. I. Lehman Co., of Dayton, Ohio, died at 
the Miami Valley Hospital in that city on Friday evening, 
May 28th, just twelve hours after he had been run over 
by an automobile and sustained a fractured skull and a 
fractured leg. He did not regain consciousness after the 
auto knocked him down. The driver of the automobile 
was arrested and charged with manslaughter. Mr. Leh- 
man was born in Dayton 55 years ago He learned the 
plumbing trade as a young man and had been at the head 
of his own concern since 1907. He always took an active 
interest in association affairs, and he was the first plumber 
to put a Bath a Day sign on his door and to use Bath a 
Day stickers on his envelopes. He was also the main force 
in the Dayton Bath a Day campaign about five years ago, 
which lasted a week and was a great success. Mr. Leh- 
man was also interested in civic affairs, a member of 
Kiwanis and Bicycle clubs, and affiliated with the Masonic 
fraternity. His wife, a son and two daughters survive 
him. The news of his untimely death was a great shock 
to his many friends in the trade. 

The Rubenstein Co., owners of the Kitrell building, 
Shreveport, La., is having plans prepared for the remodel 
ing of the building, to cost $100,000. Work will not start 
until early in the Fall. 

Young & Pratt, of Lubbock, Tex., have been awarded 
the plumbing contract on the new high school building at 
O’Donnell, Tex., on a bid of $7,650. 

J. C. Korioth Plumbing Co., of Wichita Falls, Tex., has 
been awarded the plumbing and heating contracts on the 
new school building in that city on a bid of $8,042. 
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Judge Commonwealth 
Lavigne Radiator 
Valves by comparing 
them with their 
competitors 


No. 202 
Hot Water 
Radiator 
Valve 


OU will observe that nowhere 
have we skimped material at 
the expense of necessary strength. 
Notice the attention which has been 
given to every detail of design and 


No. 432 finish -the tail nut, for instance, is 
Steam forged instead of the customary 
Radiator : 4 ; : é 
Vatua casting. Forged nuts cost us more 
Corner to manufacture but save you time 


Pattern and trouble because they will not 
crack nor break while being in 
stalled. 


The record for performance of 
Commonwealth Lavigne Radiator 
valves is a guarantee that your 
reputation for good work will be 
safe-guarded wherever they are 
installed. 


COMMONWEALTH 


BRASS CORPORATION 
DETROIT 


aii 


Your 
Jobber 
mmm ticcecee 
Can 
watt dsctdldd Supply 
You 





RADIATOR VALVES 
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KENNEDY 


Valves and Fittings 


The big Kennedy line covers a total of 
over 4600 different types and sizes, in- 
cluding globe, gate, angle, check and 
radiator valves of every type and size, 
and a complete line of malleable iron and 


brass pipe fittings. 
All of these types are described and listed 
in the Kennedy Catalog. 


Send for a copy. 


The Kennedy Valve Mfg. Co. 


Elmira, N. Y. 
Boston New York Chicago San Francisco 
El Paso Salt Lake City Seattle Philadelphia 
Kansas City Los Angeles 














EMING Power Pumps comprise a ———- 
complete line of pumping equip- Deep Well 
ment designed for every requirement. Pump 
Fig. 1062 (illustrated here) is an Auto- Fig. 1062 
matically Oiled Deep Well Pump of 
exceptional merit. Send for Water 
System Catalog G which describes 
and illustrates all types of Deming 
Automatically Oiled Pumps and 
Water Systems 


THE DEMING COMPANY 
Established 1880 SALEM, OHIO 


HAND AND POWER PUMPS 


ee 
- = 





' ESTABROOK 


CU ed 


Nene 


The Estabrook Catch‘Basin‘is_a‘sturdy cess- 
pool, designed for draining yards and other 
outside areas. # Built for long and {hard 
service. Write for catalog showing’ other 
specialties. 


R. Estabrook’s Sons 


204 First Street 








Full 
Waterway 


Well 
Constructed 


A Splendid 
Fixture 


Ask 
Your 
No. 1020 Jobber 


AMERICAN SANITARY MFG. CO., Abingdon, Illinois 
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Convention Dates 


June 21, 1926.—The annual convention of the Kentu 
Master Plumbers’ Association, at Louisville, Ky., with he 
quarters at the Kentucky Hotel. 

June 22, 23 and 24, 1926.—The forty-fourth annual con 
tion of the National Association of Master Plumber: 
Louisville, Ky., with headquarters at the Brown Hotel 

June 30, 1926..-The summer meeting of the National A 
clation of Brass Manufacturers, at Edgewater Beach H 
in Chicago. 

September 28, 29, 30, and October 1, 1926.-—-The annual m: 
ing of the American Society of Sanitary Engineering 
Washington, D. C., with headquarters at the Lee House. 

October 11-15, 192¢6.—-The eighth annual convention of 
American Gas Association, at Atlantic City, N. J. 

Outings and Picnics 

July 4, 1926.—-Annual picnic of Chicago North and Nort 
west Side Master Plumbers’ Pleasure Club at Wayside Pa: 

July 17, 1926.—Picnic of the Mahoning Valley Wome: 
Auxiliary, at Mill Creek Park, near Youngstown, Ohio 

July 24, 1926.—The third annual picnic of the Master Plun 
ers’ Association of Norfolk, Va., at Jamestown, Va 
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June 16, 1906 

M. J. Corboy, 78 Dearborn street, Chicago, has incor 
porated his plumbing business with a capital of $50,000, 
and it will hereafter be known as the M. J. Corboy Con 
pany. 

——- 1906 —__—__ 

The Dalziel-Moller Company has put up a temporar 
butlding at 30-32 Minna strect, San Francisco, and ts doing 
business as before the fire. 

ae | eee 

A new building, 100x135 ft., is now being erected for 
Dimock & Fink Company’s branch at New Rochelle, N. \ 

, ——- —- - 1906 --—--- — 

Yonkers Plumbing Supply Co., of Yonkers, N. Y., has 
increased its capital stock from $20,000 to $50,000, and 
nas leased additional property adjoining its present 
building. 

| eee 

John Douglas Company, of Cincinnati, has opened a 
new branch office and showroom at 114-116 East Twent 
eighth street, New York City. 

————-1906 - 

The Armstrong Manufacturing Co., of Bridgeport, Conn 
has opened a branch office and warerooms at 23 South 
Canal street, Chicago. 

———__— ] 9 0 § ——___—___. 

The Chicago Master Plumbers’ Association held its ré 
ular monthly meeting Friday night, June 8th, more than 
one hundred members being present. Fourteen new me: 
bers were initiated. It is expected that the full quota 
thirty-two delegates will attend the national convention 
Atlantic City. 

—-1906—__—_—_- 





The master plumbers of Dubuque, have presented 
City Council with an ordinance providing for plumbi: 
inspection and the office of a plumbing inspector. 
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AMONG MANUFACTURERS, WHOLESALERS AND THEIR SALESMEN 











AGREE ON STANDARD SIZES FOR WROUGHT IRON 
AND STEEL PIPE, VALVES AND PIPE 
FITTINGS 
An estimated saving of several million dollars annually 
to consumers, distributors and manufacturers of wrought 
iron and wrought steel pipe, valves and pipe fittings, will 
result through the adoption on May 28th, of a simplified 
list of standard sizes and the elimination of little used 
and specified sizes, it was announced following a general 
conference in the Department of Commerce, Washington, 

D. C., in the interest of metal utilization. 

The conference, attended by users, makers, and dis- 
tributors both of wrought iron and steel pipe, valves 
and fittings, as well as by representatives of technical 
and trade organizations, is part of the program of the 
National Committee on Metals Utilization, of which Her- 
bert Hoover is chairman, and the Division of Simplified 
Practice of the Department of Commerce. Sdwin W. Ely 
presided at the meeting. 

The conference recommended that standard sizes and 
dimensions both of wrought iron and steel pipe, and 
sizes of valves and fittings be adopted to conform to 
standard weight pipe, extra strong and double extra 
strong. The meeting agreed on standard sizes which 
brought about the elimination of 762 little used and little 
specified sizes of valves and fittings and eighteen sizes of 
pipe. Production, according to the standards agreed upon, 
will become effective as of September 1, 1926, but January 
1, 1927, will be the date effective for spot stock. A 
standing committee to consider further revision of sizes 
from time to time will be appointed to meet future needs. 





PLUMBING GOODS MAKERS WOULD SIMPLIFY 
FERRULES 

Representatives of a number of leading makers of 
plumbing equipment, meeting under the joint auspices of 
the Division of Simplified Practice and the National Metals 
Utilization Committee of the Department of Commerce, at 
Washington, D. C., took initial steps on June 9th, toward 
the simplification of trap screw ferrules used in plumbing 
fittings, laid plans for a survey of variety and indicated 
a desire to seek the sponsorship of the National Trade 
Extension Bureau, of Evansville, Ind. 

At the meeting, which was presided over by Edwin W. 
Ely, it was disclosed that there are some 12 or 15 types of 
this product in common use, but that there are more than 
50 special types required under the plumbing codes of va- 
rious communities. 

Those in attendance included the following manufac- 
turers: George H. Derbyshire, of the Sanitary Co. of 
America, Philadelphia; T. B. Robbins, of Medina, N. Y., 
representing the Bignall Co. and A. L. Swett Iron Works; 
John Heinkel of Rock Island, Ill., representing the Blake 
Specialty Co., and J. Stuart Reynolds, of Richmond, Va., 
representing the Richmond Foundry & Manufacturing Co. 

Communications from a dozen other manufacturers and 


the National Association of Master Plumbers showed a 
unanimous sentiment in favor of eliminating existing over- 
diversity and of concentrating on a very few styles and 
sizes of the product. 

NATIONAL ASSOCIATION OF BRASS MANUFAC- 

TURERS TO MEET IN CHICAGO 

The National Association of Brass Manufacturers will 
hold its summer meeting on Wednesday, June 30th, at the 
Xdgewater Beach Hotel in Chicago, according to the offi 
cial call just issued by Commissioner Wm. M. Webster of 
Chicago. The first general session will be called to order 
at 10 a. m. 

TO ESTABLISH CAST IRON PIPE FOUNDRY IN UTAH 

Negotiations are now being completed for the estab 
lishment of a half-million-dollar cast iron pipe manufac- 
turing plant to be located a short distance from Provo, 
Utah. J. R. McWane, president of the McWane Cast Iron 
Pipe Company, Birmingham, Ala., will be president of the 
new concern, it is said, which will be named the Pacific 
States Cast Iron Pipe company Mr. MeWane recently 
made a survey of the Provo section facilities. 

If present plans are carried out the work on the plant 
will begin during the summer. The concern will employ 
about one hundred and fifty men and will produce about 
fifty tons daily. 

The new concern will not be affiliated with the Columbia 
Steel company’s plant at Ironton but will receive its supply 
of pig iron from the Columbia company’s blast furnaces 
The establishment of the new plant is regarded as a big 
step in the development of Utah’s iron and steel industry 


OPENS OFFICE IN SEATTLE, WASH. 

The E. F. Alt Sales Company, manufacturers’ repre 
sentative, of Los Angeles, Calif., has just opened an office 
in Seattle, Wash. R. V. Trammell, formerly of Los An 
geles, is in charge of the new branch 


EXPANDING ITS LINE OF PRODUCTS 

The Pittsburgh Engineering Company of Jeannette, Pa., 
has just completed a new line of patterns for drainage 
fittings, and has started to manufacture them in its re 
cently enlarged foundry. 

OPENS NEW WAREHOUSE 

Hills-Stevens Co., through its subsidiary, the Devonia 
Water Co., Inc., has opened a warehouse at 459 Wash- 
ington street, New York City, for the convenience of the 
wholesalers in that city and vicinity. 


OPENS WAREHOUSE IN LOS ANGELES 
The Kohler Co., of Kohler, Wis., has recently opened a 
branch office and warehouse at 1100 Santa Fe avenue, 
Los Angeles, Calif., to serve southern California and the 
state of Arizona. A showroom is now being established 
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SPENCER HEATER COMPANY NOW ITS NAME 


Standard Heater Company, of Williamsport, Pa., will 
hereafter be known as Spencer Heater Company, according 
to an announcement just issued by President Chas. N. 
Pull The change became effective June 10th and was 
made in order to have the company’s corporate title con- 





form to the trade name of its product The ownership 
d managi myntrol of the corporation remain un- 
hanged 
VOW IN NEW LOCATIONS 
The Clow Gasteam Radiator Co., of San Antonio, Tex., 


has moved into larger quarters at Broadway and Eleventh 
treet in the Standard Sanitary Manufacturing Com 
pany’s building in that city H. (. Vallance, Jr., is man 
ager of the branch 

The Kohler Co., of Kohler, Wis., has moved its show- 
room and office in Minneapolis, Minn., from 220 Fourth 


er quarters in the Lafayette building, 
and Eleventh street, in that city 


this 


to larg 
Nicollet av 


treet. South 


corner of enue 


W. F. Kelly is in charge of branch 


KELLOGG-MACKAY CO. TO ERECT NEW WAREHOUSE 


The Kellogg-Mack Company, of Chicago, will erect 
a warehouse at 2920-2024 Walnut street, Kansas City, 
Mo., at a cost of $150,000 The building will front 75 
ft. on Walnut street It will occupy the entire depth of 
the lot 104 ft 4 witch track is at the rear. R. E. 
Bidwell is manager of the company in Kansas City The 
main floor ceiling of the new building will be 19 ft. high, 
three feet higher than is usual in buildings of this type 
This is done, according to John C. Sunderland, supervising 
architect, to provide room for an overhead trolley system 
to be used in conveying heavy merchandise about the 
main floor 


WILL REPRESENT MINNEAPOLIS HEAT REGULATOR 
CO. ON PACIFIC COAST 


Arthur F. Erickson Co., 318 Selling building, Portland, 


Ore., has been appointed Pacific Coast distributor for the 
Minneapolis Heat Regulator Co., Minneapolis, Minn. This 
territory includes the states of Oregon, Washington, Utah, 


handled includes 
magnetic relays for 


will 


The line to be 


pressurestats, 


Idaho and California 
thermostats, hydrostats, 
The company 


will from 


and gas furnace controls. 
the Erickson now on 
be manufactured by the Arthur 


F. Frickson is general manager of the Erickson company 


oil burner 


also handle valve, which 


Minneapolis company. 


its representative in California; M. L. 
B. W. Farnes is Port 


and is at present 


Laney is Seattle representative, and 


land representative of the company. 

ANDREW F. CURTIN & SONS PURCHASE PAGE & 
CURTIN CO. 

Curtin, a director of the National 


Master Plumbers, and a past president of 


Andrew F former 


Association of 


the Boston Association and the Massachusetts State Asso- 
ciation of Master Plumbers, with his three sons, has ac- 
quired complete ownership of the Page & Curtin Co., 
12-48 High street, Medford, Mass The company will 
henceforth be known as Andrew F. Curtin & Sons. The 
business was established by Mr. Curtin and the late Henry 
R. Page in 1883, and there has been but one change in 


the partnership during the 43 years which have elapsed, 
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Josiah E. Gates succeeded to Mr. Page’s intere 
Jecause of poor health, Mr. Gates is now ret 
There will be no other change 


The change will in no way interfere w 


when 
in 1912 
ing from 
the 
the manufacturing business of the A. F. Curtin Valve ¢ 
the 


the business. 
personnel, 


two concerns being entirely separate. 


ORGANIZE 


Plumbing 


MINNEAPOLIS SALESMEN 
The 
Association 


ASSOCIATION 
Heating Salesmen 
result of 
meeting of about 20 plumbing and heating salesmen. T!} 
will become affiliated with the National Ass 
Fred Schier 
enbach was elected president, Hugh Fleetham, vice-presi 
dent, A. L 


Minneapolis and 


has been organized as a a recent 
association 


ciation of Plumbing and Heating Salesmen. 


Potter, treasurer, and Hugh Fox, secretary. 


CELEBRATING SEVENTY-FIRST ANNIVERSARY 

Wolff Manufacturing Corporation of Chicago, is hold 
an all-day picnic today, Saturday, June 19th, at Stick 
ney, IIl., 


ing 
in commemoration of the founding the compan 
71 years ago. There will be baseball, a tug of war, races 
and other contests, for all of which valuable prizes have 
been provided. Dancing is to begin about two o’clock in 
the afternoon. 

PORTLAND-MONSON SLATE CO. INSTALLS NEW 

EQUIPMENT 

The Portland-Monson Slate Co., of Portland, Me., and 

Monson, Me., 


for 


has installed considerable new equipment 
plumbing and electrical work 
The older way of quarrying slate has been discontinued 


mining slate used in 
and now only the slate veins are operated, tunnels running 
horizontally from the vertical shaft. The main shaft is 
750 ft. deep and the tunnels are now about 300 ft. long 
with the end of the vein not yet in sight at any point. 
REPRESENTATIVES OF JENKINS BROS. IN 
CONVENTION 

The sixty-second convention of salesmen and represent 
atives of Jenkins Brothers, of New York City, was held 
June 7, 8, § and 10 in commemoration of the sixty-second 
anniversary of the founding of the company’s business 
The convention took on an international aspect as not only 
were all the United States salesmen in attendance, but rep 
from England, Cuba and Mexico 

The program included meetings at the executive offices 
80 White street, New York City, trips through the bronze 
and iron valve factories of the firm at Bridgeport, Conn., 
and the rubber division of the company at Elizabeth, N. J 
On Wednesday evening, June 9th, a banquet at the Hotel 
hundred men of the 
Yardley, president, acting as 


resentatives Canada, 


tendered to 
Farnham 


Biltmore was over a 
organization, with 
toastmaster. 


ADOPT CONSTITUTION 
and by-laws as proposed 
by the Association Development Committee was the chief 
business before the June 8th meeting of the Association 
of Plumbing and Heating Supply Salesmen of San Fran 
cisco, Calif., which was held at the Hotel Clift, San Frar 
cisco. President Norman W. Farlow, of Holbrook, Merri 
& Stetson, presided at the gathering, which was attend: 


SAN 


Adoption of the constitution 


FRANCISCO SALESMEN 


by twenty-two members. 

Jackson Noble, of the Richmond Sanitary 
named chairman of the golf committee, and Fred Whit 
of “Domestic Engineering,’’ was appointed to pick 
bowling team and a baseball team to meet the teams 
the Plumbing and Heating 


Co., W 


Association of Salesmen 
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jakland in a series of matches. Practice games will be 
played between teams composed of members of the San 
rancisco association to determine which players shall 
constitute the “first” teams for competition. 

On the recommendation of the board of directors Frank 
Austin, of P. E. O’Hair & Co., Freeman Dunne, of Crane 
Co. and Fred Loewe, of M. Stulsaft Co., were elected to 
fill vacancies on the board of directors, 

It was announced that the speaker for the next meet 
ing would be the Rev. J. Walter Sherman, of San Fran 
cisco, Who will deliver his famous talk on “Liars.” This 
talk has been given before most of the service clubs in and 
around San Francisco and has become locally famous. 


EK. S. A. SUGGESTIONS AND HELPS 

The Eastern Supply Association has recently issued a 
pamphlet entitled, ‘“‘How the Manufacturer and Whole- 
saler Can Help the Plumber,” with suggestions of helps 
The association suggests that the manufacturer and whole- 
saler can help the master in many ways, notably by their 
advertising campaigns, by showing him the advantage of 
modern show rooms, by pointing out to him the best 
methods of displaying fixtures and materials, by advising 
him the manner in which proper and necessary publicity 
may be secured in local communities, by showing the ne- 
cessity for affiliating with Chambers of Commerce, Boards 

Trade and other community organizations, and by as- 
sisting in the organizing of group advertising plans. 

PITTSBURGH SALESMEN INCREASE MEMBERSHIP 

Fifteen new members were taken into the Pittsburgh 
chapter of the National Association of Plumbing and Heat 
ing Salesmen at the June meeting held Friday evening, 
June 11, in the Chamber of Commerce building. This 
brings the membership of this new chapter up to a total 
of 103 active members. 

The members showed a great deal of interest in the 
Pittsburgh bulletin, the first edition of the official bulletin 
of the chapter which was distributed at the meeting. It 
decided that the bulletin should be issued quarterly, and 
exchanged with those of other chapters. 

A buffet supper was served at 6:30 p. m., after which 
Cc. W. Farrar of the Excelso Specialty Works, Buffalo, 
N. Y., talked on ‘“‘Salesmanship Plus.’’ He stressed the 
point that salesmen should be “Order Makers; Not Order 
Takers,”’ and in closing stated that every day should be a 
better day in a salesman’s life and sales ability. 

After Mr. Farrar’s talk the chapter decided to hold a 
monthly meeting the first Friday each month and that in 
July and August, these meetings be in the form of a stag 
outing. It also designated by vote the May meeting as 
the annual meeting. 

THE JUNE MEET OF THE METROPOLITAN TRADE 
GOLF ASSOCIATION 

T. A. Johnson, who on business days can be found at 
the Brooklyn, N. Y., branch of J. D. Johnson Co., Inc., and 
L. S. Rothwell, New York City manager for the American 
Pin Company, covered themselves with glory at the June 
meet of the Metropolitan Trade Golf Association, held on 
the beautiful links of the Greenwich Country Club, Green- 
wich, Conn., Wednesday, June 9. The two, playing in a 
foursome in the morning round with Fred Broatch of the 
United States Sanitary Manufacturing Co. and Frank 
Oliver of Oliver Brothers Purchasing Co., each turned in 
gross &8’s. As each had 14-stroke handicaps, they also 
tied for net low. Incidentally, Secretary Broatch did not 
do so badly, his gross being 91, e handicap of 12 bring- 
ing his score down to a tie with K. V. Carmer of Crane 























At Last! 


A Shower Mixer that 
will keep the tem- 
perature of the 
water where you 
want it 


Thousands of Powers Shower 
Mixers are now in use and the 
demand is increasing by leaps 
and bounds because of two remarkable features 
found in no other mixing valve. They are: 


Pressure Equalizing Valve. Prevents 
changes in té mperature of shower caused by 
pressure changes in supply lines, due to use of 
nearby showers, faucets, or flush valves. If 
cold water supply fails, hot water 1s automati- 


cally shut off. 


Safety Stop. Protects bather from scald- 

ing caused by a “dead end” in the hot 
water supply line. It also prevents waste of hot 
water, and reduces decorating expense by pre- 
venting “‘steamed-up” bathrooms 


Send for this Book. 


Our new 20-page Bulletin shows a large list 
of users. It analyzes the shower mixer question 
briefly but comprehensively, explains the princt- 
ple and points of merit of the Powers, and 
gives the result of tests, and testimony of users, 
under many different conditions. 

It is a practical help to the plumber, be- 
cause it posts him, in a few minutes of reading, 
on one of the most import: int improvements 
in shower bath equipment. 


Sent free, upon request. 


THE POWERS REGULATOR CoO. 
35 years of specialization in temperature control 
2716 Greenview Avenue, Chicago 


Also New York, Boston, Toronto and 31 other offices 


% See your telephone directory (3426) 
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PNEUMATIC—STORAGE—SPECIAL 
Black or Galvanized 
The Novelty Steam Boiler Works Company 


Clare and Kloman Sts. Baltimore, Md. 
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Armstrong Bros. 


PIPE CUTTERS 


and Cutter Wheels 


Write for free 
catalog 










All Kinds- 


All Sizes 
Equipped with Armstrong 
Bros. Improved Knife Blade 


Cutter Wheels made from 
ALLOY TOOL STEEL 


ARMSTRONG BROS. TOOL CO. 
323 N. Francisco Ave. - Chicago, U.S.A. 




















Protection 
and 


Convenience 


PROTECTION because cracked sections and burned 
boilers are next to impossible with a McDonnell & 
Miller Duplex Water Feeder. 
CONVENIENCE because you can forget the water- 
line—manual control is eliminated. 
That’s why McDonnell& Miller Duplex Water Feeders 
are so popular with heating contractors. 

Ask for Bulletin D 5. 


MSDONNELL & MILLER 





WRIGLEY BUILDING, CHICAGO 
Eastern Warchouse Stock, Bush Terminal, N. Y 











66 My bid was high but I got the 
job,”’ writes Mr. Wellen, Plumb- 
ing Contractor. “I’ve been 
getting quite a few jobs like 
that since I read your little book 
‘Five Dollars and Fifty Cents’. 99 


If you haven’t read it—send for copy today. 
No charge. No obligation. 


A. M. BYERS COMPANY - Pittsburgh, Pa. 


Established 1864 
BYERS wasucir kon PI PE 
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Left to right: Joseph Wood, of Speakman Co.; William Gowd» 

W. G. Langford, president, Rich 

mond Radiator Co.; E. F. Conroy, of Central Tube Co., and I 
Korndoerfer, of 8. C. Moix Co., all of New York City 


Company. However, Captain J. E. Holmes had turned i: 
a 92, his 14 handicap earning him the only prize for th 
medal play left after Johnson and Rothwell had had thei: 
pick. 

The players paired off for best ball foursomes in th: 
afternoon, although many had to leave immediately after 
lunch to attend a meet being staged by the builders’ asso 
ciation. When the last trap had been negotiated and th: 
last putt sunk Rothwell and Johnson again were th 
acknowledged stars, their gross of 81 and net of 71 being 
two strokes below the mark set by Captain Holmes, wh 
was paired with W. T. Gilmour. H.N. Booth had selected 
E. S. White of the Thermal Appliance Co., a guest, as hi 
partner, and his foresight was shown when the two turned 
in a net 80, earning third place for the round. 

It was a fine day for golf, being one of those perfect 
days in June that the poets tell of. The course, one of th: 
finest in the Metropolitan district, left nothing to be de 
sired, except perhaps for the duffers whose tee shots ar: 
not always straight and lengthy. Ask one of these and 
you'll hear about the two holes, 565 and 575 yards re 
spectively, that tried the souls of men. But after shower 


| and the customary alibis, a delicious dinner was served 


and even those whose battle with Colonel Bogie had been 
a losing one voted the day one of the best they had ever 
enjoyed. 

A brief business meeting was held at the dinner, at 
which a discussion of an invitation from the Delawar¢ 
Valley Trade Golf Association for a match was held. In 
asmuch as plans had already been made for a meet each 
month until October, the members decided to ask the rival 






Xs. 


a ve ia 





Left to right: L. 8S. Rothwell, of American Pin Co., New York 
City; T. A. Johnson, of J. D. Johnson Co., Inc., Brooklyn, N. ¥ 
and J. E. Holmes, captain, Republic Pipe & Iron Corporation 
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rganization to postpone the match until early in 1927. Boooo Oooo HHoopeoooon 


Several members announced their intentions, however, of 
ttending the Delaware Valley meet at Trenton on 
une 15. 

Secretary Broatch announced and introduced two new 
members, both of whom were present. They are W. G 
angford, president of the Richmond Radiator Co., New 
York City, and Fred Korndoerfer, of S. C. Marx Co., New 
ork City. This makes a total membership of 38 members 
ind only two more will be admitted 


The scores: 


Morning Round Afternoon Round 
Gross Hdp. Net Best Ball Foursome 
E. Holmes... 92 14 78 Gross Hdp. Net 
W. T. Gilmour.102 17 85 Rothwell and 
i. S. White.... 97 Guest Johnson 81 10 71 | 
H. N. Booth,..110 21 89 broatch and 
sudley Warth.112 14 98 Oliver 87 11 76 
! H. Dawson..111 27 84 Oleson and 
K. V. Carmer..101 22 79 Langford 111 21 90 | 
KF. L. Groser,...129 27 102 Wood and | 
T. A. Johnson. 88 14 74 Gowdy 125 21 104 | 
lL.. S. Rothwell. 88 14 74 Rapst and | 
k. W. Broatch. 91 12 79 Gowdy 109 21 88 
B GRAV OPs ocics 101 18 83 Korndoerf'r and | 
). F. Larkin 121 20 81 Conroy 113 0 9: 
Il’ Korndoerfer 116 27 89 Gilmour and } 
Kk. F. Conroy. .116 26 90 Holmes 85 12 73 | 
Rooth and | 
White 101 21 go | 


Prize Winners: Driver each to Rothwell, Johnson, Holmes 
ind Gilmour. Six balls each to Johnson and Oliver. 


Personal Mention 


D. Rait Richardson, president of the Richardson & 
Boynton Co., New York City, has recently returned from 
a trip to Europe. 

Francis J. Baker, president of George H. Tay Co., San 


- - e 
Francisco, Calif., has returned to that city after a trip to Semi - Inset Bathroom Trimmings 


jobbing centers in the East. 








John Fraser, Jr., president of the Milwaukee Valve SNO-WITE trimmings—of Porcelain Enamel- 
Co., Milwaukee, Wis., who was operated on recently for ed iron——are giving the best of service on all 
appendicitis, has been taken from the hospital to his sorts of jobs throughout the world. Their 
home. He will return to his office within the next few lasting quality has no equal. Even on ships, 
weeks. where salt air and hard usage affect other 


F. W. Fix has succeed. | makes of fixtures, they have stood the test. t 


C. V. Kellogg as president 
of the Kellogg-Mackay Co., 
1351 West 37th Place, Chi- 
cago. Mr. Fix has been treas- 
urer of this company, and, 
following the recent death 
of Mr. Kellogg, assumed the 
presidency, his duties now 
being those of both offices. 
Mr. Fix announces that no 
other changes resulted from 
the death of Mr. Kellogg 
and that the company’s pol- 
icies will remain the same as 
they have been. 
Edmund A. Morris, presi- F. W. Fix 

dent of the Detroit Lead 

Pipe Works, Detroit, Mich., has just completed fifty years 
with the company. He started June 7, 1876, as office boy 
with the firm of J. N. Raymond & Co., which was dissolved in 
1879 and was succeeded by Samuel Ferguson, for whom 
Mr. Morris acted as general manager until 1883 when 
upon the organization of the Detroit Lead Pipe Co., he 
became secretary-treasurer, which position he held until 


July 1, 1920, when following the death of Mr. Ferguson | DO OOOOOOBDOODDnDoOooDon f 


We absolutely guarantee SNO-WITE trim 
mings not to craze, rust, change color or chip 

a 10 year guarantee. It is an everlasting 
finish, combining with its long life, beauty 
and absolute sanitation. 


Write for our catalog 


American Enameled Products Co. 


Chicago Illinois 








GUARANTEE 
eostiele ls ener anteed for 
ears a: toe 5 hange 
solor. os. break or det terion. 
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colain onameled metal” 
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Precision 


Built! 


like a fine 
watchs 





Model 77 
7-Jewel 


8-day Clock 


The AAINNEAPOLIS™ 
JV, Heat REGULATOR 
For Coal— Gas — Oil 





This dependable 7-jewel, 8-day clock has 
been one of the important factors in mak- 
ing the Minneapolis Model 77 Thermostat 
the supreme automatic heat control 
equipment, beyond all competition. 


The Minneapolis Clock is built right 
throughout  7-jewel movement, Breguet 
hair spring, compensating balance, heav- 
ier plates, highly polished pinions and 
pivots, every essential bearing jeweled 

many other outstanding construction fea- 


tures. Finished like a high grade watch. 
Manufactured complete in our model 


clock factory where every step is directly 
under our control. 


The simplified Model 77 Thermostat and 
the Minneapolis-made clock haveno equal. 


Write today for complete information 


Minneapolis Heat Regulator Co. 
2801 Fourth Avenue, South 


Established 1885 


Minneapolis, Minn. 


IMESTIC 












Above —- Section of Minneapolis Model Clock Factory 
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he was chosen president. He was born in Detroit, Noy 
ber 15 1857 


he job a good many more years 


He is in fine health and expects to bs 


George H. Quest, president of Q-S Sanitary Mfg. | 
of Waterloo, Iowa, left June 10th for an extended busi: 
trip to the Pacific coast. He is traveling by automo! 
and expects to be gone two months. 

William O'Neill, Jr., 211 Dyal-Upchurch building, Ja 
sonville, Fla., 


for the Eastern Foundry Co., Boyertown, Pa., covering 


has been appointed Southern representat 


tates of Georgia, Alabama, Tennessee and Florida. 
O'Neill has had long experience in the sale of plumb 
upplies and specialties. 

R. Thiry, purchasing agent of National Plumbing 
Neating Supply Co., Chicago, has been confined to 
home for the last two weeks by illness. 

W. F. P. Ayer, of the Walworth Co., Boston, Mass., ha 
been elected a vice-president of the New England Export 
Club. 

Gilbert: Rosenthal, of Universal Co., sales engineers of 
New York City, was in Chicago last week on an extende 


business trip 


Norman W. Farlow, manager of the showroom of Hol 
brook, Merrill & Stetson Co., San Francisco, Calif., 


spending a three week’s vacation in Canada. 


Fred Loewe, of the M. Stulsaft Co., San Francisc: 


| Calif., has been spending several months in Annapolis 


|} mond Sanitary Co., 


Md., visiting his mother, who is seriously ill. 

Cecil Welte, Philadelphia district representative for J 
B. Wise, Inc., Watertown, N. Y., is on a two weeks’ selling 
trip through Western New York State. 

Wallace C, 
Appliance Corporation, of St. Louis, Mo., has resigned hi 


Capen, formerly vice-president of the Home 


position with that company, and has accepted the position 
of vice-president of The Federal Gauge Company, of Chi 
cago. Mr. Capen, who was the first president of the Amer 
ican Oil Burner Association, will make his headquarters in 
St. Louis, and will have charge of the southern states. 
Eugene Giligan, who has been identified with the Rich 
of San Francisco, Calif., for a number 
of years, has left for Honolulu where he will open a 
branch house for the firm. P. C. Jose has been added to 
the brass sales staff of the Richmond Sanitary Co., and 


| W. McGuire has been added to the city sales staff of the 


; company. 


William J. Walther, 2763 North Spaulding avenue, Chi 
cago, has been appointed Chicago representative for the 


Universal Co., sales engineers of New York City. 


| New Trade Literature 


United Plumbers Supply Co.’s Catalog 
United Plumbers Supply Co., Ine., of New York Cits 
has issued a condensed catalog consisting of 58 pages 


by 6 inches in size, and listing pipe, valves and fittings 
steam and plumbing supplies and tools. 
Medina Foundry Company's Catalog 
Medina Foundry Company, of Medina, N. Y., has issued 
a catalog listing its soil pipe, fittings and plumbers’ sp: 


cialties. Bends, tees, extension pieces, offsets, increase! 


and reducers, traps, ete., are among the articles list¢ 
Milburn Welding and Cutting Apparatus 

A small booklet has just been issued by the Alexand 

Milburn Co., of Baltimore, Md. 

cutting tips, regulators, generators, etc., 


Various types of torch: 
are shown. Co 


bination cutting and welding outfits are also listed. 





























THE TRAD 


WITH MASTER PLUMBERS AND HEATING CONTRACTORS 








WESTERN NEW YORK CHAPTER HOLDS THIRD 
ANNUAL PARTY 

The third annual party of the Western New York Chap- 
ter of the American Society of Heating and Ventilating 
Engineers was held on June 14th, at the Automobile Club 
at Clarence, N. Y. The party was in the form of a dinner 
and dance and was attended by a large number of mem- 
bers and their guests. Music and entertainment was fur- 
nished by a seven-piece orchestra. It was the big affair 
of the year and all present had an unusually enjoyable 
time, 


ST. PAUL MASTERS HEAR TALK ON WINDOW 
DISPLAYS 

On May 26th a representative of the Dennison Manu- 
facturing Company gave a demonstration of decoration 
of window displays, before a gathering of 25 members 
of the Master Plumbers’ Association of St. Paul, Minn. 
He explained bow windows could be made attractive at a 
small cost. 

It is intended to organize classes to follow up the 
demonstration in order to help the retailer to increase 
his sales through more attractive displays in windows and 
stores. The meeting was sponsored by the Union Brass & 
Metal Manufacturing Co., of St. Paul, which provided a 
buffet supper and smoker after the talk. 

MINNESOTA TO SEND LARGE DELEGATION TO 

LOUISVILLE 

A large number of delegates from the state of Minne- 
sota will attend the annual convention of the National 
Association of Master Plumbers at Louisville. St. Paul 
will be represented by: E. T. Kolar, president of St. Paul 
Master Plumbers’ Association; E. S. Gifford, vice-president 
of the St. Paul Association; F. A. Beier, director of the 
State Association; Axel F. Peterson, vice-president of the 
State Association; H. C. Nonnenacher, Adolph Shetka, 








Gilbert L. Scobell, of Erie, and Mrs. and Mr. James Lutz, of 

Harrisburg, Pa.—Mr. Scobell was elected vice-president, and 

Mr. Luts president of the Pennsylvania Master Plumbers‘ 
Association at its recent annual convention in Erie, Pa. 


Thomas B. Shetka, and C. A. Small Those who will go 
from Minneapolis are H. M. Porter, president of the 
State Association and a national director; Oscar G. John 
son, C, O. Gibson, S. B. Harvey, A. M. Wintheiser and 
©. Bergerson, secretary of Minneapolis Retail Plumbers’ 
Association. 

The Women's Auxiliary of the Minneapolis Retail 
Plumbers’ Association will be represented by Mrs. W. F 
Chapman and Mrs. O. P. Bahneman. 

The delegates will leave via the C. M. & St. P. R. R 
on Saturday evening, June 19th, in a special car, and will 
join the Chicago special on June 20th via the Monon route 


CALIFORNIA DELEGATES ON WAY TO LOUISVILLE 
Delegates to the National Convention at Louisville, and 
a number of members of the San Francisco, California 
Association of Master Plumbers left for the meeting on a 
special train on June sixteenth The train is known as 
the ‘‘Vice-President’s Special’’ in honor of Albert J. Wil 
son, of San Francisco, national vice-president 
NORFOLK MASTERS PLAN ANNUAL PICNIC 
The members of the Master Plumbers’ Association of 
Norfolk, Va., will journey to Jamestown, Va., on July 
24th, where they will hold their third annual picnic. The 
party will leave Norfolk at 12 noon on the Steamer New 
York for the afternoon’s pleasure at Jamestown A fine 
orchestra has been secured to play on the boat for the 
entire trip. The program that is being prepared for the 
picnic is entirely different from anything heretofore ar 
ranged by the association and some exceptionally good 
prizes are promised the winners of the various contests 
WILL HOLD ONLY TWO MEETINGS A MONTH 
DURING THE SUMMER 


The officers of the Master Plumbers’ Association of the 


City of Trenton, N. J., have decided to hold only two meet 
ings of the Association monthly during June, July and 
August, instead of the customary weekly meetings. Un 


der the new arrangement, the first and third Wednesdays 


of the month are selected. 


NEW BUSINESS VENTURES 

The Ideal Plumbing Co., New Orleans, La., has been 
incorporated by Joseph Ellerbush. 

Nick Megjugorac and Thos. F. Fitzpatrick have engaged 
in the plumbing and heating business at 915 Riverside 
drive, Los Angeles, Calif., as the Western Plumbing & 
Heating Co. 

The Modern Heat & Plumbing Co. has been established 
at 324 Pleasant street, Worcester, Mass., by Leslie W 
Grove and Irving H. Lanois, both of Worcester. 

G. C. Odiem and J. Moore, of Daytona Beach, Fla., have 
opened a plumbing and heating business in that city, 
under the name of Halifax Plumbing Co. 
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/s DOMESTIC 
ASSOCIATION ADVOCATES CHANGE IN 
EXPORT OF “SECONDS” 

is a for 
second 
the 
to be exported to foreign countries 


UTAH 


change in 
the 
supposed 
fails to fune 
the opin 


That immediate 


the 


there necessity an 
of 


method 


grade fixtures, as 


distributing 
which 


method 


present under “seconds” are 


not only 
tion but is also highly injurious to the trade was 
Sani 


ion of the members of the Utah State Association of 
tary Engineers at their regular quarterly meeting held re- 


cently in Salt Lake City The following resolution wa 
passed 

“Whereas, the sale of seconds or ‘B’ grade fixtures to 
the so-called exporter is no assurance that the fixture 


will be exported, but to the contrary, a large percentage is 


sold to the shyster jobber, lumber companies, ete., who 


sell to the curbstone plumber and direct to the consumer, 
is to the best interest 
to the 


through 


“Therefore be it resolved, that it 
of the 


general 


publie in 
the 


legitimate plumber and 
that be 
mate master plumber and that all sales of such 


master 


these goods marketed legiti 
‘seconds’ 
be invoiced or billed to the purchaser as ‘seconds,’ 


“And therefore be it further resolved, that the directors 


or a special committee of the National Association of Ma 
ter Plumbers be asked to wait on the manufacturers and 
the associated plumbing supply houses with a view of 
bringing about such an arrangement.” 

It was pointed out that under present arrangements 
that ‘“‘seconds” can be secured from the so-called ‘‘outlaw 
manufacturers” by almost anyone from wrecking houses 
to master plumbers The ‘‘seconds” are then sold to the 
public at prices considerably under that of the ‘‘firsts.”’ 
If the ‘“‘seconds” are going to be sold to the public it is 
felt that the legitimate master should sell them, as ‘‘sec 
onds.”’ 

The Utah State Association decided to take a neutral 
position on the question of a permanent office for the 
National Association. The opinion, as expressed by Ralph 
D. Evans, president of the Salt Lake City Association of 
Sanitary and Heating Engineers, who will represent that 
body, was that the delegates would be in a much better 
position to judge, after hearing a full discussion of both 
sides of the question at the National Convention, than 
was the state organization with only limited facts be 
fore it. 

President William A. Bywater, of the Utah State Asso 


ciation, was selected as delegate to the National Conven 
tion. 

The membership campaign carried on by the association 
weeks was discussed and voted a 
They 
Stevens Lumber Company, Price; 
Jones & Sons, Manti Per 
to the of the trade 


and additional follow-up letters are 


during the last few suc 


cess, four new members having joined. are Nels 


Pleasant Grove; 
Palmer & Sons, 
letters 
the 
The organization has about fifty members. 


Fugal, 


Logan, and 


sonal have been sent members 


throughout state, 


to be sent 


NGINEERING J 192¢ 
President Bywater urged greater co-operatio: mong 
the members and also the necessity for paying t fifteey 
dollar assessment in order to put the organizat on 
ound financial basis. The assessment as origina evied 
was twenty-five dollars, but was reduced by vot f the 
present convention. 

That new contract work, as a whole, was being don 
practically without profit was pointed out by Jos 
©’Donnell, of the National Trade Extension Bureat ad 
dressing the meeting It is estimated that the rage 
overhead of the 30,000 master plumbers in this country 
is 28% per cent. The profit today is coming f 1 the 
jobbing and repair business, said the speaker. 

The fravd being practiced upon the member the 
trade by crooks who secure trade-acceptances uy the 
promise to furnish goods at a certain date, which not 
forthcoming, was stressed by Mr. O'Donnell W the 
original party could not collect on these notes bona 


ferred 


fide purchaser for value, to whom they may be tran 


can. The result would be that the master would have to 
pay the note without receiving the goods. The speaker 
urged the members to deal only with houses that are sel] 
ing on the credit basis used by the trade generally, but in 


case they did find themselves in trouble through dealing 


with the fraudulent salesmen, to immediately notify the 
Trade Extension Bureau, which is closely following the 
matter, 

O. S. Walsh, of Salt Lake City, was appointed secre 


tary, succeeding J. W. Dudley, who resigned. Mr. Walsh 
although one of the youngest masters in the organization 
has had considerable experience in association and other 
lines of community activity. 

Building throughout the 


holding up well, is not equal to that of last year, according 


construction state, although 


to the delegates. The Utah County and Salt Lake City 
Associations of Sanitary and Heating Engineers continue 
to make progress, and the Ladies’ Auxiliaries of thos 


organizations are meeting regularly. 
greater use of the National Associatio 
ot the 


many 


The value of a 
and its use on the stationery 
Mr. O’Donnell stated that 
associations throughout the 
to the prestige of their organization through consistentls 


Seal was pointed out, 
members was advocated. 
adding 


country were greatly 


keeping this before the public. 


The Methodist church of Harlingen, Tex., plans the con 


struction of an auditorium and Sunday school building at 
Morriss & Noonan, Builders Exchange 


a cost of $75,000 


building, San Antonio, are the architects. 


R. O. Dulaney, Farmers & Mechanics building, Fort 
Worth, Tex., is planning the construction of a 12-story 
building at Sixth & Throckmorton streets with foundation 
for eight more stories. Wyatt C. Hedrick, First National 
Bank building, is the architect, and the cost of construc 


tion will be about $500,000. 














Official photograph of delegates and guests attending the thirdannual convention of the Ladies’ 


New Jk 


Auxiliary of the 


State Master Plumbers’ Association, at Camden, N. J. 
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The China Spout 
for Your 
Better Bathrooms 


When you want something a little 
better looking for your more expensive 
bathroom installations — use this new 
WUESTHOFF China Spout. It is heat- 
proof, of course—the sliding brass in- 
sert takes care of that. And it can be 
screwed snug up against the wall with- 
out breaking. 


WUESTHOF 


your jobber, 


Vitreous China Plumbing Specialties 





CHINA SPOUT 
EVER-DRY SOAP DISH 
Its big feature, though, is the Ever-Dry Soap Dish which is an integral part 


of the spout and is so designed that all drippings from the soap dish drain 
through the spout, keeping the dish always clean and dry. 


M. W. WUESTHOFF COMPANY 


786 Harrison St., San Francisco, Calif. 


AND 


Order from 


Our 
)) Catalog 























YOUNG 


CENTRIFUGAL VACUUM 
AND BOILER FEED 


Meet A. S. M. E. Code Safety 
Specifications 


The A. S. M. E. code specifying a maximum safety valve 
pressure of fifteen pounds for steam heating systems is 
met by the ability of the Young Pump to discharge 
against twenty pounds pressure at the pump, thus giving 
ample boiler protection. 

This is a factor of vital importance when selecting a centri- 
fugal vacuum or boiler feed pump, and it should be given 
careful consideration to insure safe, satisfactory working 
capacity in the pump chosen. 

The Young Pump has numerous other advantages. Its 
power consumption is remarkably low, never exceeding 
a certain maximum determined by the capacity of the 
pump. The generously large overload capacity of the 
motor eliminates entirely any danger of the pump 
stalling, whatever the condensation load may be. 





Supplied in 
Standard Units 
of Seven Capacities 














Bulletin No. 5, describing complete line 
of pumps, will be mailed on request. 





2 YOUNG PUMp COMPANY 
i H 450 East Ohio Street 
umes CHICAGO 
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INSIDE 
DETAILS 


IN DESIGN 
Make 


ILA 


Produce 
More 
Hot Water 


with less fuel and attention. It’s a 
proven boiler that has won an en 
viable reputation by performance. 


A WILKS BOILER 


with little attention or fuel, either hard or soft, is unequalled for 
furnishing a constant supply of hot water for RESIDENCES, 
APARTMENT BUILDINGS, HOTELS, HOSPITALS, BARBER 
SHOPS, SCHOOLS, etc., and is the most economical heater for 
RESIDENCES, GREEN HOUSES, GARAGES, BROODER 
HOUSES and other smaller buildings. Capacities from 40 to 1,400 
gallons per hour and for heating from 200 to 1,200 square feet. 


S. WILKS MANUFACTURING COMPANY 


Boiler Makers for over 60 years 


3521 Shields Ave. Chicago, Illinois 


H. W. Sedgwick H. M. Sedgwick 
President Secy. & Treas. 











Mention Domestic ENGINEERING when writing advertisers. 










THE NEW 


MIDLAND 
GALVANIZED 


ROOF FLANGE 


All lead sleeve with heavy calking 
ring inside. Base extra large and of extra 
heavy galvanized ARMCO iron. No 
lead burned or soldered joints to pull apart. Fits any pitch. 


Patented 


















Ask your jobber or write us direct for information 


Midland Metal Manufacturing Co. 


KANSAS CITY MISSOURI 


Haas 


Flash Valves for use in combination with 
all of bowls for all classes of 
service to operate under low or high 
pressure water supply 

Water Closets for every type or class of 
service 

Frost Proof Closets. Direct flush 
or after flushing. 


Write for catalog. 


Philip Haas Co., Dayton, O. 
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“A Big Help to Customers" 

Your customers will help you when they see 
what a vast improvement E-Z Radiator Hangers 
make! No more reaching and straining to clean 
beneath the radiators! No hot lege to meit the 
floor finish and cause dust spots! Nothisg to 
interfere with broom or eweeper! 

It pays to please the women. They are good 
advertisers! 

HEALY-RUFF COMPANY 

770 Hampden Ave. - St. Paul, Minn, 
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RANGE BOILERS 


Riveted 
Rivet-Weld 
Welded 


Sure-Tite 
(Copper-Brazed) 


WM. B. SCAIFE & SONS CO. 
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Women’s eA uxiliaries 


Mahoning Valley Auxiliary Gives Luncheon 
The Mahoning Valley Women’s Auxiliary, of Youngs- 
Ohio, recently gave a luncheon in the clubrooms. 
Games and an amusing pantomime followed the luncheon. 
The auxiliary holds regular quarterly business meetings 
on the second Tuesday of April, July, October and Jan- 
uary, at which time all business of the auxiliary is trans- 
acted. At these meetings there is usually a speaker, 


town, 


who 


| represents one of the larger civic or social movements 


in the city. Many social meetings are also held. A picnic 
for the families of the master plumbers is scheduled for 
July 17th in beautiful Mill Creek Park. The Mahoning 
Valley Auxiliary is already making plans for the enter 
tainment of visitors to the next state convention which 


will be held at Youngstown next February. 








At the annual convention of the New Jersey State Master 

Piumbers’ Association, held recently at Camden.—Top pic- 

ture: Group of Indies attending the third annual meeting of 

the Ladies’ Auxilinry of the New Jersey Master Plumbers’ 

Association.—Middle picture: Members of the North Hudson 

Auxiliary —Bottom picture: Members of the Jersey City 
Auxillary 


New Auxiliary Organized in New Bedford, Mass. 

A new Women’s Auxiliary was recently organized at 
New Bedford, Mass., due to the efforts of Mrs. Thomas 
Hellyer. Mrs. J. Preston Perham, president of the Mas- 
sachusetts State Auxiliary, presided at the meeting, which 
took place at the home of Mrs. Hellyer. In spite of her 
protests, Mrs. Hellyer, who had done so much toward 
the forming of the auxiliary, was elected president. Other 
officers chosen were: Vice-president, Mrs. James T. Mur- 
secretary, Mrs. E. P. Hirst, and treasurer, Mrs. 
Ernest Hill. A committee to draw up by-laws for the 
organization was appointed, consisting of the following: 
Mesdames E. P. Hirst, Walter P. Bailey and Harold 8 
Delano. After the business meeting a social hour was 
spent with the master plumbers. 


phy; 


Chattanooga Auxiliary Has Many Social Affairs 


The Women’s Auxiliary of Chattanooga, Tenn., recent 
elected officers for the ensuing year as follows: Pre 
ident, Mrs. W. D. Swaim; vice-president, Mrs. W. C. Mil! 
recording and corresponding secretary, Mrs. Jno. Kelly; 
treasurer, Mrs. George Jones, and sergeant-at-arms, Mr 
R. C. Payne. Mrs. Swaim was selected as delegate to t! 
The auxiliary has h 


national convention in Louisville. 














June 19, 1926 DOMESTIC ENGINEERING 


many interesting social affairs lately, chief among which 
were those in connection with the recent convention of the 
Tennessee State Association of Master Plumbers which 
was held in Chattanooga. As the Chattanooga Auxiliary is 
the only organization of its kind in the state, the ladies 
had not attended previous state conventions. A letter was 
sent out by the auxiliary before the convention urging that 
the wives of master plumbers accompany them to the 
Chattanooga convention. Many accepted this hearty invi- 
tation, notably several from Memphis, who returned home 
fully determined to form an auxiliary in their city before 
another year. 

Visiting ladies were entertained on a sight-seeing trip 
to Lookout Mountain, and a theater party followed by a 
visit to the Palace. A color scheme of lavender and yel 
low was carried out by lavender tulips and yellow daisies, 
place cards, mints and favors, as well as in the ices. The 
Chattanooga Auxiliary is now making plans for its annual 
pienie which will be held soon. 


Chicago South Side Women's Auxiliary Gives First 
Annual Party 

The South Side Women’s Auxiliary, of Chicago, held its 
first party in honor of the “men folks,’’ Wednesday eve- 
ning, June 9th, at the home of Mr. and Mrs. Walter G. 
Compton, 4439 Ellis avenue. There were thirty-six pres- 
ent, including William F. Hildeman, president of the Illi- 
nois Master Plumbers’ Association, and Mrs. Hildeman. 
Mr. Hildeman made a short talk congratulating the women 
upon their success during the short time the auxiliary has 
been in existence. Mr. Feldkamp, president of the Cen- 
tral South Sanitary Club, assured the women of the loyalty 
and assistance of the South Side master plumbers. 
Bridge, five hundred and bunco were played, and the 
ladies served refreshments. Everyone went home tired 
but happy, and assured of the success of the South Side 
Women’s Auxiliary. 

SOUVENIR PROGRAM SENT TO NATIONAL 
ASSOCIATION MEMBERS 

An attractive eighteen-page souvenir program of the 
forty-fourth annual convention of the National Association 
of Master Plumbers has recently been mailed to every 
member of the association. It was accompanied by a let- 
ter from the Louisville Master Plumbers’ Association in- 
viting every member of the association to come to the 
convention. The program is profusely illustrated with 
views of Louisville, the convention city, and gives a com- 
plete resume of the program of the convention. It was 
prepared and distributed through the courtesy of the 
Louisville plant of the Standard Sanitary Mfg. Co., and is 
entirely devoted to the events of the convention. 





HOOSIERS SELECT INDIANAPOLIS AS 1927 
CONVENTION CITY 
The Board of Directors of the Indiana Society of Sani- 
tary Engineers recently met to decide on the city for the 
1927 convention of the society. On account of its cen- 
tral location, transportation and shopping facilities, In- 
dianapolis was selected as the city. 


The Philadelphia master plumbers will leave in a body 
for the national convention in Louisville, Ky., as is the 
custom of that Association, whose Philampa Club is known 
wherever masters gather. George M. Hicks, secretary of 
the committee, announces the delegation will leave Broad 
Street Station, Philadelphia, at 10:21 P. M., Sunday, June 
20. His committee has secured prices for railroad fare, 
berths and meals en route. 





EDELCO 


Boxes guard drainage sys- 
tems from disaster. They 
fit easy to cement, and 
tors can ke removed with- 
out breaking the pave- 
ment. EDELCO Round 
Vent Box is shown above 
and EDELCO Round Top 
Water Box below. Write 
for further information. 


SANITARY CO. 
OF AMERICA 


Linfield, Pa. 


> 
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— Every shell 
makes its own hole 
— Every hole a perfect fit 


Phillips Self-Drilling Expansion Strap Hanger 
Rod Hanger and Pipe Hanger Shells are the 
last word in quick, neat and practically self 
installing combination drills and fasteners. 
They save time and do a better job wherever 
they are used. 
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Heating Residences 


Heating, ys cama po 


waemen\) Small Buildings 


Gives a thorough descrip- 
tion, with plans and illustra- 
tions, of the heating systems 
used in heating small build- 
ings, such as cottages, bunga- 
lows, two-story residences 
and small garages. 


It takes a typical cottage, 
bungalow, two-story resi- 
dence and small garage and 
explains, step by step, the 
heating of each of these buildings by steam, vapor and 
hot water. 

All details of the systems are honey described and 
illustrated. The layouts are so simple that any steam- 
fitter can use them as guides. 

Proper main and pipe connections, the proper connec- 
tions of chimneys, details about vapor heating and many 
other important features are explai 

Heating Residences and Small Buildings contains 
much practical information and will make a valuable 
addition to any contractor's library 


Price, $1.00 Postpaid 
Published by 


Domestic Engineering 
BOOK DEPARTMENT 
1900 Prairie Avenue :: Chicago, IIl. 
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SMITH BROS. NIPPLES 71's © That, Here & There 





Put them on your next job. You will find they 
have clean, sharp and uniform threads, that screw 
up easily and tight. 

Your jobber has them. 


SMITH BROS. NIPPLE WORKS - 
HJ. Kleinmen. Dist. Sales Me 810 Morris Bidg 


Hamburg, Pa. 
Philadelphia. Pa 
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Our 
Summer Price Sheet 


Shows the LOWEST PRICES we have ever made on 


Starbuck Plumbing Tools 
and Starbuck Publications 


Effective until September 15th. Send for it. 


R. M. STARBUCK & SONS, Inc. 


42 ALLYN STREET HARTFORD, CONN, 
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HAMMOND BRASS 
GOODS 


The name HAMMOND on a valve body means the 
Valve is dependable. It will give good service to 
your customer and good 
profits to yourself. 








You jobber can 
supply you 


Hammond Brass 
Works 


Hammond - ©< Indiana 














ADs 


IMPROVED PACKLESS 
GRADUATED VALVE 








“a 


is a handsome nickel plated valve 
with a hard rubber handle that is 
always cool. The air and water 
test ensures non-leakage. 


Try it and be convinced! We will 
gladly send you complete details 














0. E. SPECIALTY MFG. CO. 
10 Keefe Ave. | MILWAUKEE WIS. 
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Expansion of its hotel at Vancouver, B. C., 


$1,500,000 has been decided upon by the Canadian P 


to at 
Railway Company. The company will also erect a $1 
0600 hotel at Regina, Saskatchewan. 

jarr & Anderson, Limited, of Vancouver, British ( 
lumbia, have been awarded the heating contract on 


| school being erected at Point Grey on a bid of $9,855 

The plumbing contract has been awarded A. W. Bart 

Limited, also of Vancouver, on a bid of $3,085. 

A community hotel to cost $250,000 is to be erected 

Nanaimo, British Columbia, Canada. 

\ complete wing of the Chateau Laurier, C. P. R. hot 

in Quebec, Canada, which was destroyed by fire last f; 
has just been reconstructed. The Garth Company, 2¢ 
Craig street, West, Montreal, installed the plumbing, heat 
ing and ventilating systems in the new portion of th: 
building. 

The B. P. O. E. Lodge of San Antonio, Tex., Sam ( 
Weller, chairman of the board of trustees, plans to enlargs 
and improve its present building at Navarro & Pecan 
streets at a cost of $100,000. 














Mr. and Mrs. W. 0. Mitcham, Goldsboro, VN. C. Mr. Mitcham 
was elected vice-president of North Carolina Master Plumbers’ 








Association at its recent annual convention 


S. D. Graves, Jr., 6227 Belmont street, Dallas, Tex 


| plans the construction of a 2-story apartment building to 


cost:$55.000,. 


The Suburban Development Co., of Houston, Tex., plan 
the erection of a fifteen-story bachelor hotel building to 
eost £1,000,000, F. S. Glover & Son, architects, Binz 
building, have prepared the plans, 

Adams & Adams, architects, Builders’ Exchange build 
ing, San Antonio, Tex., are preparing plans for a new 
school building at Floresville, to cost about $40,000. 

Roche Plumbing Co., of Lubbock, Tex., ha 
been awarded the plumbing and heating contract's on the 


Newton 


ten-story office building now under construction in Ama 
rillo, on a bid of $51,300. 

M. J. O'Neill, 608 Exchange 
Minn., 


Bank building, St. Pau 
has been awarded the plumbing and heating co! 
tracts on the new two-story administration building at t! 
state colony for epileptics in Cambridge, Minn., to « 
$260,000. 

tids will soon be taken on the plumbing and heati! 
contracts on the new three-story hotel for P. J. Brantm 
aut Marshail, Minn., 

A. H 
Minn., 


which is to cost $75,000. 
Heimbach, 1611 
will build three two-story apartment buildings 
cost $50,000 each, M. A. Wright, 288 Bunker avenu: 
the 


University avenue, St. P: 


architect 
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|Lasting friendships! Closet tank 
fittings that last make lasting friend- 
ships to the plumber’s profit—espe- 
‘cially when he uses M-VB Closet 
Tank Fittings, made by Morency-Van 


Buren Mfg. Division,Sturgis, Michigan. 
Distributed by 


The American Pin Co., Division Scovill Mfg. Co., Waterbury, Conn. 



























(The S&K orginal Rainbow eS 
‘ ' ral mall | A Return Line | 
‘ Here’s the New | | 
zz * | VACUUM PUMP 
@ « ” e | 1 
N OWO B ; | without a Peer 
; b Construction | 
“ Double Compression , | 
‘ Shampoo lg : 
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Faucet 





Capacity, Efficiency and 
| Quality Guaranteed 


It has regular S & K quality built right into it 

plus “NOWOB” Faucet Construction which in- 
cludes a Non-Rising Stem, Bronze Removable 
Seats and Hard Rubber Washers. All bronze 
and brass wearing parts of ‘‘-NOWOB”’ Faucets 
are turned from rod, thus are always true and 


| Sold on Honor 
| at Right Price 


RAK KARARARARAARARAAAARARAKRIG 
















































uniform and can be easily renewed at any time %| 
® and at nominal expense. | i 
i] Write Your Jobber for Prices. | Economy Pumping Machinery Co. 
% 87-122 N. Curtis St. Chicago 
4 STREET & KENT MFG. CO. »| | 
4 1954-64 Clybourn Ave. | CHICAGO, ILL. 5 | Sintrtet dents Memmaee 
4 Manufacturers t icago since 1888 > 
a | | 
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No. 5 


Scott Bronze Globe & Angle Valves 


This is the Afth of a series of advertisements listing Scott Valves) 


192 S.E. Globe—Bronze Disc 125 Ibs. S.W.P 
193 S.E. Angle—Bronze Disc 125 Ibs. 8S.W.P. 
70 S.E. Globe—Jenkins Disc . 150 Ibs. 8S.W.P 
71 8.E. Angle—Jenkins Disc 150 lbs. 8.W.P 
72 F.E. Globe—Jenkins Disc 150 Ibs. S.W.P 
73 FE An le—Jenkins Disc .. 150 Ibs. 8S.W.P 
200 SE slobe B. Regrinding . .200 lbs. 8.W.P. 
201 S.E ye = U.B Regrinding . 200 lbs. 8.W.P 
202 —F.E. Globe—U.B. Regrinding 200 Ibs. 8.W.P. 
203 F.E. Angle—U.B. Regrinding... 200 Ibe. 8.W.P 
249 8.E. Angle—U.B. Regrinding.. 250 Ibs. 8.W.P. 
250 -F_E. Angle—U.B Regrinding 250 lbs. 8.W.P 
251 S.E. Globe—U.B. Regrinding 250 lbs. S.W.P 
252 F_E. Globe—U.B. Regrinding 250 Ibs, 8.W_P. 
49 S.E Anas -Regrinding..... ... 250 lbs. 8.W.P 
50 —F.E. Angle—Regrinding...... ..250 lbs. 8. WP 
51 —S.E. Globe—Regrinding..... 250 lbs. S.W.P 
52 FE. G oo SO err 250 lbs. 8.W.P 
Scott Iron Body Globe & anaes Valves 
76 §.E. Globe—Comp. or Cop. Dise .125 Ibs. 8.W.P 
77 F.E. Globe—Comp. or Cop. Disc. 125 Ibs. 8.W.P. 
RO S.E. Angle—Comp. or Cop. Disc . 125 lbs. 8.W.P. 
81 F.E. Angle—Comp. or Cop. Disc. . 125 lbs. 8.W.P. 
208 -—8.E. Globe—Regrinding Br. Disc. .175 lbs. 8.W.P. 
209 F_E. Globe—Regrinding Br. Dise .175 lbs. 8.W.P. 
210 S.E. Angle—Regrinding Br. Disc ..-175 lbs. 8.W.P. 
211 F.E. Angle—Regrinding Br. Disc .-175 lbs. S.W.P. 
55 S.E. Angle—Regrinding Br. Disc ..250 lbs. 8.W.P 
56 F.E. Angle—Regrinding Br. Disc ..250 lbs. 8.W.P. 
57 8.E. Glebe—Regrinding Br. Disc . 250 Ibs. 8.W.P 
58 F_E, Globe—Regrinding Br. Disc 250 Ibs. S.W.P 


Manufacturers of the 


There’s a Scott | 
Valve for Every | 
Service - «- - 


dbs he oh 


Ne. 192 
Standard Globe 
125-lb. S. W. P. 





No. 70 No 
J. D. Type Globe Regrinding Regri 
150-Ib. S. W. P. «200-1. S. W. P. 


Scott Valve Manufacturing Co. 


DETROIT 


Complete Line of 


“VALVE 


SIGN OF VALUE 


“MAXIMUM SERVICE PER “DOLLAR” 





| 
nding 
slobe 


250-Ib. S. W. P. 


MICH. 





































The Speed of Circulation 


Between a water heater and a range boiler 
depends upon how many hindrances in the 
form of sharp bends and excess pipe you put 
between them. 

A small tank heater is designed to heat 
water as fast as you can circulate it through 
a three-quarter-inch pipe. 

Lead Seal Tank Union Male, shown above, 
used with SLACK-HORNER Long Sweep Un- 
ion Female Bends, makes the shortest con- 
nection with the least frictional resistance. 

That means quickest hot water at lowest 
cost. Furthermore, the installation will be 
neat and workmanlike. 

And an all-brass connection will cost little 
more than an iron pipe job. 

A postcard request will bring you Bulletin 
Catalog No. 3-C. 


The Slack-Horner Brass Mfg. Co., 
1613 Blake Street, 32 $2 Denver, Colo. 
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Another 


Winner! 





“LUCKY 
STRIKE” 















Every housewife in your locality needs a 
rubber drain board mat and you won't 
have any difficulty in convincing them 
that right now is the time to get one. 


“Lucky Strike” 
Drain Board Mats 


are made of soft white rubber, corrugated 
on both sides with a raised top edge. They 
come in three sizes 14”x 18", 16” x 22” 
18” x 24” packed in individual cartons 
Order a dozen from your jobber and se« 
how quickly they sell. 


LAVELLE RUBBER COMPANY 
320 W. Illinois St. Chicago, Ill 
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Dr. W. W. Feidt, 804 Besse building, Minneapolis, 
Minn., is having plans made for a three-story, 125x145 ft., 
apartment building at Oak Grove and Spruce 
Newstrom-Lindquist Co., 810 Lumber Exchange building, 
are the architects. 

Bids will be taken in July by the Board of Education, 


St. Paul, Minn., for the Ramsey Junior High school at 


place. 
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Cambridge and Grand avenues. The structure is to be 


3 stories with basement and will cost $250,000. Frank 


X. Tewes is the architect. 

Theo. T. Anderson, 1730 University avenue, St. Paul, 
Minn., has been awarded the plumbing and heating con- 
tracts on the addition to the Hammond Occupational 
school at Goodhue and Western avenues, on a bid of 
$16,837. Frank X. Tewes is the architect. 


F. E. Shadde, Creston, Iowa, has been awarded the 
plumbing and heating contracts on the school at Corning, 
Iowa, on a bid of $22,450. Thomas, McLennan & Thomas, 
508 Old Colony building, Des Moines, are the architects. 


Sam Anderson, Madrid, Iowa, was the low bidder on 
the contracts for the plumbing and heating in the addi- 
tion to the school in that city with a bid of $7,068. 
Thomas, McLennan & Thomas, 508 Old Colony building, 
Des Moines, are the architects. 

A. H. Foth, Bancroft, Iowa, awarded the 
plumbing and heating contracts on the new school at Lone 
Rock, Iowa. John G. Ralston, 218 L & J building, Water- 


loo, is the architect. 
bs 


ws " 


At the annual convention of the New Jersey State Master 
Plumbers’ Association, held recently at Camden.—Top picture, 
left to right: P. A. Becker, manager; Miss M. H. Kane, adver- 
tising manager, and Pobert Hambleton, assistant sales man- 
ager, all of Fleck Brothers Co., Camden, N. J.—Second picture: 
Frank Webb, of Acme Frost Proof Closet Manufacturing Co., 
Baltimore, Md.; R. Marquard, of Kearney, N. J.; Robert 
Owens, of Harrison, N. J.; A. Nielson, of Kearney, and H. J. 
Somerville, of Reading Iron Co., Philadelphia.—Third picture: 
Joseph Wolfrum, of The I-X-lL. Pump & Manufacturing Co., 
Inc., Philadelphia; Cecil Welte, of J. B. Wise, Inc., Philadel- 
phia; M. T. Smith, of A. M. Byers Co., Philadelphia, and M. 
W. Smith, of Duriron Co., Dayton, Ohio.—Bottom picture: 
B. Steinberg, Passinc; P. Gilmour, of Thatcher Co., and Paul 
Skvarla, of Passaic 


has been 


































BUILT-WELL 
QUALITY 














We use the finest selected American 
walnut. Our patented V-Lock double- 
dowel construction insures strength and 
long life. 


You can sell and install 
“Built - Well’? seats with 





The Built-Well 
V-Lock Joint 


perfect confidence in their 
quality it’s built in! 


Write for your copy of the 
“Built-Well” catalog. 


Built Well Yo. Co. 


1458 W. Kinzie Street 
CHICAGO, ILL. 





Patented 


Sectional view of 
joint, turned up 
side downto 
show how dowels 
are inserted from 
bottom. Mois- 
ture only makes 
them tighter 








APPROVED 


by leading architects, eng- 
ineers and heating contrac- 
tors everywhere. That’s 
because Moore Radiator 
Hangers can be used with 
all makes of radiators and 
all types of building con- 
struction. Also their lib- 
eral adjustments make it 
possible for the radiator to 
be moved sideways or up 
and down after being hung, 
if necessary. And the in- 
stallation is simple. 


Ask Your Jobber 
About Them 


CARTY & MOORE 
ENGINEERING CO., 


(INCORPORATED) 
611 West Larned Street 
Detroit, Michigan 





Double Bottom 
Hung Wall 
























Gersteins Are Good 


In fact they are as per- 
fect as it is possible for 
Yet the 


price of Gerstein Copper Pres- 


boilers to be. 


sure Boilers is reasonable enough for any 
Full details on request. 
GERSTEIN & COOPER CO. 


1-3 West 3rd St. - - South Boston, Mass. 


installation. 
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Easy to Carry : 
. 
The “EUREKA” Smoke Test Machine : 
is not only a top-notcher whe it 
come to locating leaks, b “ 18 So light ae 


1 


and compact that it i » more trouble 
to take along than a portable furnace 


Let us send you full detai/s 


Bailey-Farrell Mfg. Co. 


Pittsburgh, Pa 
Huntingdon, W. Va 
Charleston, W. Va 


Xty. Pannett 


Pitrse vac 2! 
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There is no ‘OR EQUAL” 


The term “or equal,”’ often used in specifications, does not 


apply to Duriron acid-proof drain pipe, because there is no 
or equal material for Carrying ac id wastes 


Dunron has these advantages over other pipe for handling 


acids 

1. It alone resists all acids perfectly 
2. Has far more strength than lead or tile 
3. Installed as easily as cast iron soil pipe 
4. Joints, properly calked, stay tight 


». It eliminates repairs and replacements 


Duriron is produced on 


re DIURIRON COMPANY 


i A SAN-EQUIP 
“filtit a Septic Tank 


2 for safe and complete 
Pew | 
ee 


























sewage disposal. 


Chemical 


(er r Toilet 
F & _ Corp., Mfgrs., 
bi roe y 801-811 
‘a : i” Free Street, 
Se Aap tk SYRACUSE, 
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The school board of Longview, Wash., will receive ‘bi 
oon for two buildings, one to be erected in St. Hele: 
addition and one in the Columbia Valley Gardens add 
tion Both structures should be completed by the oper 
Architects A. N. 
Naramore are in charge of plans 


ing of school in the fall Torbett ar 
Floyd A 

The county school board at Klamath Falls, Ore., wi 
spend $75,000 on a school program. New schools will b: 
built at Olene, Altamont, Kirk and Braymill, and repair 
made on a number of other buildings. Fred Peterson 
county superintendent of this district. 

Kinnison Brothers, 311 North Austin street, College Sta 


tion, Tex., have been awarded the heating contract on the 


mess hall annex at the Agricultural and Mechanical Co! 
lege in that city. 
T. J. Reese, Birmingham, Ala., has been awarded tl 


plumbing contract on the Minor High school building i: 


that city The Tully Plumbing & Heating Co., 1522 Third 
avenue, North, Birmingham, secured the heating contract 


on the building. 

Alexander P. Orr, Coral Gables, Fla., has been awarded 
the plumbing contract on the $1,000,000 Administration 
building at the University of Miami in that city, on a bid 


of $80.000. 
J. D. Points & Co., Palatka, Fla., has been awarded 
the heating and plumbing contracts on the high school 
building at Crescent City, Fla., on a bid of $15,208 
The Carolina Heating & Engineering Co., Holland street 
Durham, N. C 


the $120,000 


, has been awarded the heating contract o1 
department West Main 
for John Sprunt Hill of that city. W. L. Brown, North 


store on street 


| Gregson street, Durham, has been awarded the plumbing 


| all of Enid, Okla.—Middle row: Mrs. and Mr. W. V. 





contract on the building. 

The Chillicothe Plumbing & Heating Co., of Chillicothe 
Mo., has been awarded the plumbing and heating con 
tracts on the new city hall in that city. 


The Crutchfield Plumbing Co., High Point, N. C., has 


been awarded the plumbing contract on the $130,000 
Penny in that city. 


residence for George C. 














At the annual convention of the Oklahoma State Association 
of Master Plumbers held recently at Oklahoma City.—Top 
L. Verry and Mrs. and Mr. W. FF, Black, 
Roesch 


row: Mr. and Mrs. F. 


of Shawnee; Mrs. W. H. Sheets of Perry.—Bottom row: W. H. 
Sheets of Perry; Mrs. and Mr. J. J. Cosgrove of Muskogee, 
Okla. 
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‘wo new Presbyterian churches will be built at Medford 
Or and at Phoenix, Ore Dr. George C. Dowey, field 
ecretary for the Pacific coast building fund department 
of the church, is in charge of financing the construction 
onnolly & Wise, Portland, Ore are installing plumb 
ine in a large residence for Warren Smith at 177 Rutland 
terrace: for Frank Robertson at 274 Cornell road, and 
i ia 
f< J. Walker on Columbia boulevard ii. ~ 
Harry Zimmerman, Portland, Ore is installing plumb 
ing in a new building at 1693 Corbett street in that cits 
\ $150,000 hotel building will be erected at Morrison 
and Sixteenth streets, Portland, Ore by Mrs Fannie 
Frank. The building has been leased to A. Berk and 
B. G. Shepherd, hotel men of California, who plan to 
operate the business Herman Brookman, Henry build 
i! Portland, is in charge of plans. 
Diahibit of American Brass Co... Waterbury, Conn... at the 
Lageson Plumbing Company’s building, Klamath Falls pelea ahead ae iin Nate Saved Ghee Mantes. Oidenbebn 
(re was destroyed by fire recently, when fire starting Association, held recently of Camden, \. J 
in a dry cleaning éstablishment destroyed a line of build 
ings. The loss was covered by insurance The Mexico Plumbing Co Pl iew, Tex.. ] ' 
Plumbing in a garage being built by the Val Blatz warded the heatin nd y ntracts on tl iow 
Brewing Co., of Milwaukee, Wis., will be installed by chool building at McLean, Tex 
F. C. Kuetemeyer, of that city The building will be R. T. Pender, In of Lynn, M has been awarded 
one story high, 60x156 ft., and will be located on Juneau the heating and plumbin nt on tl tor ind offi 
avenue, between Milwaukee and Broadway building to be erected at 90-92 Market street in that cit 
\ hotel with 186 guest rooms, each with private bath, i The Ryan Heating & Plumbing Co., 405° Brad treet 
to be erected at Lewiston, Me., at a cost of about $1,000, Davenport, lowa, wi | ) dder on the plumbing nd 
Hoo, by the Edward Sales Co., of New York City \ heating in the 1 Dp 1 at the University ol 
corporation to be Known as the Paul Hildreth Corporation lowa, Iowa Cit | ! boi 4 rhe entir 
under which name the hotel will be known, has been building will co WO L000 Proudfoot Ra on € 
organized with Frank G. Peck as president, Judge Fran] Souers, S10 Hubbell buildin 1) Vioine the are] 
FE. A. Merrill of Portland, Me., as treasurer, and Willi ect 
J. Ryder of Lewiston, as secretary The hotel will be T. A, Ridd ( Bo i la h 1 varded the 
7 stories Ad | Quiney, Ma 
pe ssieiainiasiitaiinicaaaiaai ‘ — _ way 
| 
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Refill chamber 
at rear of bowl. 
insures full seal 

Of waler,.and 
prevents escape 


of anne 
CAMDEN POTT [ERY 


AMDEN 


















































Modern r finements of 
» country life make a | 
guicl closet cutie | 
lopical necessily. 
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MAKERS OF THI 
AMOUS *TRIO” 
COMBINATION 


CO. 


| 








Two fire vitreous china basins. 


DOMESTIC 


“SUPERIOR” BASINS 








Made in 3 sizes, 


N.O.M.P,, P.O. M. P. and P.O. R.P. Shipped 
in separate crates. Write for further details. 


Horton 
Chillicothe 





Pottery Co. 
Ohio 
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A 
MARTIN 


Portable Vise 
Stand and Pipe 
Bender 


ability. 





is what you want for adurable, 
steady vise stand. Many Mar- 
tins that we know of have been 
in daily use since 1915 — the 
best kind of proof of their dur- 


H.P. Martin & Sons 


626 E. 2nd St. Owensboro, Ky. 


Hii) 


in US 


KNOTT ‘ATLAS 


aged 









D D.WESSELS & SONSLO 
DETROIT. MICHIGAN 


Sanon ractoe 


A ‘Pearl White’’ Toilet Seat 


the many styles and 
made by KNOTT. 


We guarantee our seats. 


(sheet celluloid covered) is one of 


finishes 


Sold only through the jobber 





Tell City 


CLE. CL AND, Omio KANSAS CITY 


KNOTT MFG. CO. 


Indiana 
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J. F. Dickenson, of Modesto, Calif., has been confined 
to his home for several weeks with an illness which has 
not yet been properly diagnosed by his physicians. 

Architect John M. Cooper, Los Angeles, Calif, has pre- 


| pared plans for a six-story hotel building to cost $200,000, 


which is to be erected at 629 East Fifth street for the 
Pacific Investment Co. 

J. J. Callahan & Sons, of Brockton, Mass., have been 
awarded the heating contract on the new Union school, 
Boston. Orr & Rolfe, of Concord, N. H., secured the 
plumbing contract. 


John Y. Gillespie, of Boston, Mass., has been awarded 
the plumbing contract on the new Shurtleff schools, Pos 
ton J. P. Dwyer Co., of Boston, secured the heating 
contract. 

The Wesley Methodist church, Minneapolis, is having 
plans made for a 9-story combination hotel, parish house, 
gymnasium and club building, with a 15-story tower, at 
Grant street and Stevens avenue, to cost $1,250,009 
Colburn & Forsell, 210 South Ninth street, are the 
architects. 

Bids will be taken about the middle of June for a two 
story addition to the school at St. Peter, Minn., to cost 
$125,000, including plumbing and steam heating systems 
George Pass & Son, Mankato, Minn., are the architects 
Rose & Harris, 417 Northwestern National Life building 
Minneapolis, are the mechanical engineers. 


Public (omfort Stations 


The city of Sheboygan, Wis., is asking for bids on the 
plumbing system for the comfort station which is planned 
for the South Side bathing beach, that city. 

The South Park Commissioners, of Chicago, Ill., of 
which E. J. Whitty, 5700 Cottage Grove avenue, is secre 
tary, is taking bids on the construction of a combined 
comfort station and waiting room, to cost about $35,000, 
and to be located at Grant Park and Monroe street. 


S: wimming - Pool News 


The Bigelow-Hartford Carpet Co., Clinton, Mass., is 
planning to construct a swimming pool for its employes’ 
club on Main street at an estimated cost of $40,000. 

Metcalf & Eddy, 14 Beacon street, Boston, Mass., hav¢ 
completed plans for the construction of a swimming pool 
at Wrentham, Mass., for A. L. Putnam. Work will start 
as soon as contracts can be awarded. 

The Nineteenth Century club, Memphis, Tenn., will con- 
struct a tile swimming pool in connection with the audi 
torium which the club is erecting. 

Joseph Simon, ex-mayor of Portland, Ore., has donated 
a $2,000 swimming tank to the Shriners’ Hospital for 
Crippled Children in that city. This is to provide It 
water facilities for the exercise of those who are unable 
to engage in fresh water swimming, but who can be Pe! 
fited by treatment given through floating. 

The Chamber of Commerce of Anthony, Kans., is 
ing $10,000 for the construction of a swimming poo 

The Women’s Club of Minneapolis, Minn., is hé 
plans made for its club house, which are to includ 
swimming pool. 

The Chamber of Commerce of Sanger, Calif., ha 
pointed Dr. W. F. Berry chairman of a committee t 
vestigate the cost of construction of a swimming 
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(Time) 


(Entry) 










¢ Bet on 


The Josam Entries 


(No Long Shots) 


Always Win at the N. A. M. P. Derby 


Look Josam over June 21-26 


At Kosair Paddock 
Stalls 14 and 15, Section B. 


Louisville, Ky. 


All entries are thoroughbreds 




















Look these over and decide for 
yourself 


Blake Simplex Safety Waste Drains are the best 
for simplicity, service and ease of installation 


The only ones with safety port 
holes in the head, and heads re- 
movable at any time after con- 
struction even after floor is fin- 
H} ished. All heads full size, with 
strainers large enough to equal 
the area of the trap. We 
safety waste drains in a great 
variety to suit any job. 





All fittings of high om 
Smooth i y 
mac! 


castings — accurate: 


No. 15—Sizes 14" to 4” 


Our patented flashing 
rings can be furnished 
with any drain. These 
are so constructed that 
equal expansion is 
assured. We also manu- 
facture the Universal 
Wall Closet fittings, 
which are without a 
doubt the best and 
cheapest on the market. 


Send for complete 
catalog. 





Can ship from Rock 
Island or Los Angeles fs 
plant. 

No, 30—Sizes 14" to 4” 


Ask any jobber to supply you. 


Blake Specialty Co. - Rock Island, Ill. 


Canadian Service—Alil Crane Company Branches 
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PIPE FITTINGS 
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Trade Mark 


Trade Mark 


IRON BODY GATE VALVES 


Screwed 
Flanged 
and 
Hub 
Ends 


Rising 

Stem 
and 
M0. S. & Y. 


Patterns 
Sizes 
2” to 12” 
Inclusive 


Manufactured by 


ILLINOIS MALLEABLE IRON CO. 
CHICAGO, ILL. 
GENERAL OFFICES: 1801 DIVERSEY PARKWAY 


Mention Domestic ENGINEERING when writing advertisers. 











STOPS — 
Foaming 
Priming 
Surging 

















Steam 
Heating Boilers 


fitinm a hurry with an 


Just drop it in the boiler 


Sluggish boilers snap out 
tion of BO.LER-KLEEN 
watch the results 


applica 
' 
t 


and 


Contains no material harinful to boiler metal Every 





particle absorbs several times i wn weight in impurities 
Eliminates rust, scale, sand, grease and all other impurities 
Sold by your jobber in 5-pound containers 
\ 
JOBBERS: Write for our interesting propos:tio 
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BOILER-KLEEN 
ONE HOUR'S WORK FoR THe FU — 
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WALTER H. WILP 


Distributor 


1212 LAND TITLE BUILDING 














WALTER H. WILD, Distributor 
1212 Land Title Bidg., PHILADELPHIA,'PA. 








AUTOMAT C 
FLOAT Switch 


OISCHARGE 
TO SEWER 
































Fig. 194-C. 


Midget Sump Pump 
Send for Bulletin No. 120-MS 
TABER PUMP COMPANY, Buffalo, N.Y. 
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The Sterlco Thermostatic Trap 


The radiator trap that makes satis- 
fied owners and tenants. 


The STERLCO radiator trap is the 
result of eight years of study and 
experiment to attain a perfect radiator 
trap. Into the STERLCO trap is 
built STERLCO quality and STERL- 
CO service. When you use 
STERLCO Products you are using 
products with a conscience behind 
them. 


STERLING ENGINEERING COMPANY 
1626-44 Holton St. Milwaukee, Wis 


Representatives in all large cities 





























writing advertisers 
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Bath a Day -Novement 


Vow that the 
im full stoing, the 


June 19, 1926 


chool season ts at an end, and the summer season 
Rath a Day Mo 


publicity The value of 


Bath a Day matertal in the hands of 
parents as well as im the hands of 
the school children ts obvious. It will 
reinforce the frequent bathing idea in 
the minds of the parents who have 


been hearing “The Story of the Bath 


ement may be used as general 


placing the 


discussed by the children. lf you have never read this interesting 
booklet, ask for copy and youll understand hy those who 
have read it are so enthusiast 


URING the summer there will be local fairs at 
D which the aggressive master plumber, or the alert 
association officials, will see an opportunity for 
favorable publicity. During the warm months it is prob 
able that a certain section of the 
more frequently toward the bath, 
The refreshing value of the morning bath during the 
warm weather makes a splendid selling idea. Out-of-door 
people in homes where there is only one bath now 
to feel more than ever the need of the extra bathroom. 
Put on a Bath a Day campaign in your community. Dis 
tribute copies of ‘‘The Story of the Bath.’ Use the 
the stickers, the window transfers with the slogan “A 
Bath a Day Keeps You Fit Way,” distribute the 
Bath a Day slogan buttons among the children. 


public turns its mind 


begin 


posters, 


Every 














State Master 
n—Top picture, 


New Jersey 


At the annual convention of the 
Plumbers’ Association, held recently at Can 
left to right: W. BK. Borduin, past president; H. L. Lanes, 
financial secretary, and William Delhagan, past president, all 
of Paterson, N. J.—Second picture: William J. Kelly, chair- 
man, executive committee; J. Dreher, member of executive 
Simpson, general chairman of convention 
Riegert, chairman program committee, 
Clarence M. 
EK. Lloyd, all of Camden.—Bottom 
William Smalley, both of South 
Baumann, Sayreville, N, J. 





committee; L. C. 
committee, and E, J. 
all of Camden.—Third picture: H. J. Kichfield, 
Seull, H. L. 
pileture: A. 

River, N. 


Anders and J. 
Aspinall and 
J., and Edwin J. 
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factor. 
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parts coming in 


for Water 
Hot 


and 


Clean 
Install 


Badger Copper 
Boilers 


Badger Copper Boilers insure 
CLEAN, hot water. 


And clean hot water means 
absence of sediment, freedom 
from rust, long life and satis 
fied customers. 


Badger boilers are designed 
on engineering standards 
half-round type*heads, solder 
ed and riveted to the shells 
riveted to insure a high safety 


All pressure boilers tested under 200, 
300 Ibs. 


hydrostatic pressure. All 
contact with water are tinned, 


and render impossible the formation of rust. 


Badger has specialized on copper products since 1841 


There may be 
Badger. 


When you install a 


Write 


other boilers—but 


there is only one 


you torget it 


Badger Copper boiler 


for details of sizes 


E. B. Badger & Sons Co. 


75 Pitts St. 


New York: 101 Park Ave. 
Tulsa, Okla.: 


Boston, Mass 


Toledo, Ohio: Ohio Bldg. 
Mid-Continent Bldg 


Representatives in all Principal Cities 
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with a Willie Williams 


lf a Willie Williams is not making short work of your 
IPC 


hetter 


you could not employ your time to 


advantage than by taking a few minutes right now 


threading 


to figure what your pipe threading is costing you. 


ENGINEERING 


Maybe it’s hard for you to estimate the cost of the | 


time that is being wasted, while real money-making 


work is held up by hand pipe threading. 


But—and it’s a big BUT— 
You can find out what thousands of other plumbers all 
over the country 
have to 
save. And you Il see 


that 


been able 


regardless of 


threading do 
Willie 


will slash 


you 
Williams 
your costs 


to 


a 


one-third three- 


quarters 


It has the neces- 





sary weight to do its 
it does not roll 
around while in oper- 
Yet it is easy 


work 


ation 





to move around when 


Willie Threads, cuts and reams pipe, bolt: 
ind ripples in a single setting, eliminating moving 1S necessary 
two needle yperati Besid ving ° 

e, the Willie Williams save material It only moves 
by reducing spoilage It meets every pipe 
threading demand. Only a real machine around W hen you 


toollike the Willie William could doall this , vs 
want it to. 


And you get value in a Willie Williams 
machine at a quantity price 


a quality 
Quantity production by a 
well organized, well-established plant, guarantees its 


reasonable price 


Use the coupon to find out how and why the Willie 
Williams will put your pipe-threading work on the 
right side of the ledger 


Williams Tool Corporation, Erie, Pa. 


Wilt I[LIAMS 
PORTABLE POWER PIPE MACHINE 


FREE OFFER COUPON 


I want to put Pipe Threading on the right side of my ledger. 
Please send me the Willie Williams booklet 
— 
Name 
Address 
City State 


the amount of pipe 
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yE reserve this space for Black- 
W board Epigrams every week be- 


we they can be tu 


a great help 
understand how many men fee! 
toward a large advertising campaign, and although ws 
favor it and think nothing can take its place, we want to 
suggest to those men a means of advertising their goods 


believe 
We 


cause 
master plumbers. 


The we selected Blackboard Epigrams was that 
they had been tested and had proved their worth. They 
the form of advertising we could 
discover that produced results. In fact, in our investiga 
tions, it was found they produced far greater returns than 
a number of forms of advertising costing a great deal 
more 

The only expense attached to advertising with epigram: 
is the cost of making a blackboard. Naturally this varie 
according to the kind of board desired. The most impor 
tant thing is to make it neat. If slovenly put together it 
from the window instead of add to it, as a 
well made board will do. There is no regulation size for 
the It is simply a matter of personal taste. A 
border of some kind or other around it makes it more 
attractive and helps to set it off. It is a good idea to 
wash the slate each day with plain water as this will help 
to make the letters stand out more clearly. If the epi 
gram is not legible people will not read it, as they have 
not time to stop and decipher it. Therefore it is well, if 
your longhand is not so good, to print the epigrams. 

Blackboard Epigram advertising will not cheapen your 
window, unless you make it do so yourself. Many mer 
chants are using epigrams and the board adds to their 
windows, because they keep it clean and write the epi 
grams plainly. Each Saturday we supply enough fresh 
epigrams to last the next week out. 


reason 


were least expensive 


will detract 


board. 


Here are seven for the coming week: 


So did Nero. 
* 


Mussolini plays a violin. 
* a. 
Laziness is often mistaken for patience. 
* ” * 
A generous man doesn’t give his friends away. 
* * + 
Spring is when all roads lead to roam. 
* * * 
A thick head generates thin ideas. 
+ * * 
It’s been years since a modern girl’s eyebrows met. 
* . * 
A political machine is seldom a labor-saving device 


The Johnson Plumbing & Heating Co., 908 Morningsid 
avenue, Sioux City, Iowa, has been awarded the plumbin 


and heating contracts on the three-story, 138x215 ft 
Girls’ Dormitory building at the Morningside College 
that city on a bid of $33,398. Buettler & Arnold, 40% 


Grain Exchange building, are the architects. 
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SELL IT TO 
THOSE WHO 
HAVE NO GAS 


Thousands of prospective customers 
living in the suburbs, who are without 
gas but have water pressure, are await- 
ing the convenience of an up to date 
heater system. 


Quadruple 
Coils of Copper 


The HOTSTREAM KEROSENE HEAT- 
ER has four copper coils —an unusual 
and very efficient feature. 


The heater is easy to install and take 
care of, and very economical to use. 


The Kerogas burner gives no trouble 
instantly lighted—-no generation re- 
quired and burns without noise or 
smoke-—a steady blue flame. 


Our liberal discount will attract you. 


Write Us for Particulars 


Two sizes 20 K. 
W. as illustrated 

28 G. K.~—®@ 
giant heater for 
giant jobs 


THE HOTSTREAM 
HEATER COMPANY 


“Makers of Heaters That Heat’’ 
CLEVELAND $3 ‘3 OHIO 


Branch Offices: 

New York, 210 E. 45th St. 
Chicago, 627 Washington Blvd. 
Toronto, 269 W. Richmond St. 

San Francisco, Rialto Bldg. 

Detroit, 1045 Wayburn Ave, 
Philadelphia, 892 Drexel Bldg. 

Denver, 1715 California St. 
Cambridge, Mass., 491 Main St. 


Manufacturers of a Full Line of Gas and Kerosene 
Heaters — Standard, High-Grade Products Built to 
Give Lasting Satisfaction. 


1926, by Hotstream Heater C'o 





Copyr-eht 
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“Top Floor Troubles,” Mr. Plumber | 


are easily cured with the | 


latrous 


Flush Valve | 


—when other valves fail to function, due to low pressure 
and small volume of water 











HEN the valve is in fosition on the 

bowl with which it is to operate, and 
the water pressure turned on, the simple turning 
in or out of the regulating screw (A in diagram) 4) Ey: q. 
supplies the exact amount of water needed to Cy, an}, ' 1 llteaayypss 
make the closet bowl flush perfectly. This i cosa . 
adjustment, when made, remains permanent. _wi %, % 






Xs 





No adjustment is necessary to take care of 
variations in water pressure. 





Every time the valve is flushed, the plunger B 
is raised off its seat C, leaving an opening through 
which grains of sand, etc., can be washed out of , 

the port. 

Having a 25% larger diaphragm-area in the 
control chamber, the Watrous valve functions j 
perfectly under low pressure conditions where 
other valves fail. 


Having a larger water-way per second of opening, 
the Watrous valve delivers water with sufficient 
volume and ‘“‘punch”’ to flush a bowl in spite of 
unfavorable conditions. When the volume of 
water supplied to the valve is not sufficient to 
enable competitive valves to effect a flush, the 
Watrous valve will do so. 








PLUMBING DIVISION 
Self-Closing Basin Cocks 


Watrous Flush Valves i 
Lavatory Fixtures—-Pop-Up Wastes—Liquid Soap Fixtures, etc. ] 


Duojet Closets Combination 


THE IMPERIAL BRASS MANUFACTURING COMPANY 


; 
1231 West Harrison Street CHICAGO | 
BRANCH OFFICES { 
Room 514, 51 East 42nd St W. E. Blair, Jr., c 0 Coronado Hotel Chas. S. Anderson 
New York, N. Y St. Louis, Mo 6614 Minne Lusa Ave i 
Omaha, Neb. ' 
M. D. Keyes, 1855 Crawford Rood Finney Wheeler, 205 Brush Creek Blvd Continental Sales Co. % 


924 Metropolitan Life Bldg 
Minneapolis, Minn. 


Wm. P. Horn Co., 237 Rialto Bldg 
San Francisco, Cal. 


Wm. P. Horn Co., L. C. Smith Bldg., Seattle, Wash. 58 


Cleveland, Ohio Kansas City, Mo 


H. D. Tuck, 404 Marquette Bldg 
Detroit, Mich. 


R. J. Shank, 724 Grand Ave 
Des Moines, lowa 


L. C. Coombs, 1234 S. Broadway, Los Angeles, Cal. 
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MEN WOT HISTERY HAVE OVERLOOKED 
By Snowshoe Al. 


tameses Hassan wuz a Egyptian, an’ wuz tha inventor uv 
tha bath-tub. He wuz in tha habit uv bathing in tha river 
Nile, but altho he wuz a fast swimmer tha alligators used 
tuh tag him before he reeched home plate, so he usually 
sacrificed wun er two toes per bath. This bekaim very annoy- 
ing. He wuz sitting on tha river bank wun day, putting a 


DOMESTIC ENGINEERING 


korn plaster on tha only hoof-digit he had left, an’ feeling 
dirty but discouraged, wen Pharaoh's daughter kaim along 


carrying a bath towel an’ a cake uv ivory sope. “Be on yer 
way, kid,” sez tha princess, kicking off her sandals, “because 


on this memorable occasion two people wood be konsidered a | 


multitude.” ‘“Lissen, Brown-Eyes,” sez Rameses, “if yew go 
flopping around in this mud-hole yer old man will have tuh 
lern tuh sing, “‘There’s a vacant chair at home sweet home.’” 
“Yeh?” sez she. *“Yeh,” sez he, “so yuh better go home an’ 


pray fer rain.” Jist then they heard sumbuddy crying, so | 
Pharaoh's daughter went over an’ found little mos¢s floating | 


around among the bull-rushes in his custom-bilt canoe. She 
brot him back tuh wair Rameses wuz sitting. ‘This plase is 
gittin’ kinda crowded, aint it?” sez she, grinning. “Lady,” 
sez Rameses, “if we had eny more customers we wood give 
Rockaway Beach a run for its munny.” “Well,” sez tha 
princess, “if this river is dangerous I gotta figger out sum 
uther way tuh taik a bath.” “I have alreddy got it figgered 
out,” sez Rameses, “because I got a idea frum tha basket 
wich this papoose arrived in.” So he went home an’ started 


manufacturing bath-tubs. He patented tha idea an’ pritty | 
soon they wuz used in all parts uv tha world an’ sum parts | 


uv Chicago. Wun day Pharaoh called Rameses on tha fone, 
an’ sez: ‘“‘Lissen, guy, I'm sorry yew presented wun uv them 
bath-tubs tuh my daughter, because she sure is raising hell 
with my wine-cellar—wot do yuh think she’s doing with all 
my champagne?” “Pharaoh,” sez Rameses, “why dontcha 
cancel yer subscription tuh them dam Noo York newspapers?” 
From the “Line O’ Type or Two,” Chicago Tribune. 


“SY” SEZ 
Cloth manufacturers must live. So the material taken from 
the girls’ skirts is added to the men’s pants. 


Nine little doggies, 
Sizslin’ in a plate; 
In came the boarders— 
Then they were ate. 


There's a fortune in it for the man who can make two autos 
park where only one parked before. 
“SY” MARTIN, Owensboro, Ky. 


THE SONG OF THE APPRENTICE 
A fitter once said to me: 
“Go fer a’ninch an’ a haff tee,” 
An’ it’s go fer this, an’ go fer tha, 
An’ I go fer lots, you bet your had, 


So I must be a “gopher” by gee! 
Cc. N. R., Kankakee, IIl1. 


A QUESTION OF SIZE 

Earl, red-headed and five years old, announced that he 
was getting a new overcoat. He was reminded that his coat 
was new only the winter before and he didn’t need one. But 
he insisted that he had out-grown the old one and must have 
another. Asked what he intended doing with the old one, he 
thought a moment and then said: “Guess I'll give it to some 
little boy who is as big as I was when I was littler.” 

ANON. 
IN THE BEST OF FAMILIES 

He (after a long argument): “I wonder what would happen 

if you and I ever agreed on anything?” 


She: “I'd be wrong.” W. Va. Moonshine. 





Golf is the pursuit of perfection. Some men perfect their 
8troke, others their vocabulary. is F TF. 
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DEHN’S © 


Automatic 

Water 

Softener 
and 


Scale 


Remover 
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No. La tae Compound In- 
U.5., Canada 
Foreign Countrica. 


Regardless of where you may be located DEHN’S 
Automatic Water Softener and Scale Remover will 
furnish soft water and prevent deposits of lime, 
magnesia and other minerals in water back and 
heater coils. It commands a ready sale and a good 
profit. Write for details. 


COMPOUND INJECTOR & SPECIALTY CO. 


419-421 D. No. Laramie Ave. Chicago, Ill., U. S.A. 
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VERY PIECE OF MATERIAL YOU EITHER 

sell or use in your work is a ‘‘BOOST”’ or a 
**KNOCK”’ to Your Profit or Good Name. SELL- 
ING~—v sing ‘‘'GOOD”’ Material Exclusively Means 
‘‘Boosts’’ every time. Never a come-back. This 
is our 30 year record, therefore, why take a chance 
on any other on account of a Salesman’s Talk. 


FREE WINDOW DISPLAY CARD 16x20 Inches 


GOOD MANUFACTURING COMPANY. INC NEW YORK pean ralin CN 








THE VERY BEST 
TANK BULB MADE 


PATENTEO 


Demonstrating “GOOD” VELVET SEAT BULBS, “GOOD” 
AIR CELL FLOATS Which Make Perfect Every Time. 


GOOD MFG. CO., Inc. 


NEW YORK Niagara Falls, Can. 


San Francisco 
































96 


DOMESTIC 












\ ‘/ CROSS 
\ / SECTION 
RIC-WIL 






CROSS 
SECTION 
OR DINARY 
CHANNEL-PIPE 







CONDUIT 
WITH 
BASE DRAI la 





Beudes extra strength, Ric-wil assures 
Immediate drainage that won't fail, because 
of Ric-wil, Base Drain close under the 






It assures a water-tight conduit because 
of the Loc-Lip Side Joints 


And it is so economical in Installation 
that Its final cost Is less than that of 


ordinary condvit 


Ric-wiL is 
40% Stronger 


Ric-wiL Conduit has a strength 40°7, greater 
than ordinary tile conduit with common round 
drain. 

This is proved by tests just completed, in 
which over 1000 ft. of conduit of all sizes was 
tested with the Ames Iowa College Standard 
Machine (senior size 

In every one of a wide variety of comparative 
tests Ric-wiL’s superior strength was clearly 
demonstrated. 

This strength means a 40°, greater certainty 
of an intact, dry, efficient installation, insuring 
the profit of your customer’s investment in 
under-ground conduit. And it does not cost 
him one extra cent. 


We'll be glad to give you the de- 


tails of these tests if you will write. 


This is the Ames Lowa Collece 
Standard Machine for testing tile 
pipe its operation was strictly 
governed by exact instruction 
from the College Engineering 
Department. Nearly four months 
were spent in making the tests 





THE RIC-WIL COMPANY 


CLEVELAND, OHIO 


wil 


UNDERGROUND CONDUIT 
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PATENTS 


Plumbing Department 


1,585,994. Water System. Charles F. Kettering and 
George A. Buvinger, Dayton, Ohio, assignors to Delco- 
Light Company, Dayton, Ohio. In a pump drive, the com- 
bination with a base and a frame having a lubricant 
reservoir supported above the base and provided with an 
aperture through its bottom wall, said aperture surrounded 
by a flange damming the lubricant; and pump operating 
mechanism supported by the frame including a crank 
located in the reservoir, a connecting rod extending 
through the aperture below the reservoir, and a cross 
head supported at the lower end of the connecting rod 











1,585,994. 1,586,079. 


1,586,079. Water-Closet-Flushing Means of Compressed 
Energy Type. Fred Formaneck, Chicago, Ill. In a water 
closet flushing means of the type described, the combina- 
tion of a closed tank having an inlet-outlet orifice at top, 
a bushing fitting said orifice, an externally screw threaded 
nipple fitting said bushing and depending into said tank, 
a valve casing attached to the lower end of said nipple 
and formed with an intermediate holding cavity having a 
funnel shaped skirt beneath the cavity and a spherical 
valve in said cavity and free to move therein, the skirt 
being adapted to direct the contained air or water against 
the under side of the valve. 

o . * 

1,586,418. Faucet. James Frederiksen and Charles 
Sutherland Hudson, Bend, Oreg. A faucet of the char- 
acter described, including a casing, a head fitting the 
casing and having a valve seat thereon, a nozzle movable 





1,586,418. 


lapted 


through the head, a valve fixed to the nozzle and a 


to engage the seat, a plurality of openings in the wa of 
the nozzle adapted to be forced into open communi: n 
with the casing in sequence whereby fluid is admitted to 
the nozzle in varying quantity, a spring in the casing a! k 

yn 


of the valve, an inlet nipple on the casing, an end por! 
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of a hose received by the nipple and handle of resilient 
naterial enclosing the casing and said portion of the 


< | Hanna Ball Joint 


1,586,193. Flush Valve for Water-Closets. Edward H. Pipe Hanger 


iove, Biddeford, Me. In a flush-valve for water-closets, 
omprising in combination, a buoyant valve, a straight 


Guaranteed Strongest Made 





one-piece valve spindle extending from said valve to a The “Ball Jot” Pipe Hanger 
cae swings in any direction. Pipe can 
12s be adjusted higher or lower without 
‘ 


removing hanger 
Made of malleable iron. 


Write for ‘Our Silent Salesman” 





The Penn Engineering Co. 


312 Cherry Street, Philadelphia, Pa. 























pivotal connection with the lifting-lever therefor, a 
traight spindle depending axially from said valve into the 
water-way below the valve-seat for said valve and termi- 





iating in a vertical ring anc eans whereby sai ing S 
nating in a vertical ring and means whereby uid ring | | Bronze to Bronze F 


shall operate at all times below the said valve seat, for the | ) at the joint 
purpose described. Ga E. M. Dart Mfg. Co. | 


. 6 e Providence, Rhode Island f. 
The Fairbanks Co., Sales ; / ¥ 
Agents. Canadian Fac- : ‘3 
ory: Dart Union Lim- ‘ 
ited, Toronto 







1,586,655. Closet-Valve Structure. John W. Cook, 
Avalon, Pa. Valve structure comprising a vertically mov- 
able flushing valve, a stem therefor, a vertical guide for 


: _--- -fp----------f | a 
: --r--"g 


. apg iter The Overton Roof Flashing 




















. 26 23 7 
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i 32! / "4/\\2s P 2 4 will fit any angle roof 
; * 53 5, % ‘is A : 

ie re ——t—4{  ) from flat to half pitch, 

és 73 be 4-22 |T'+ / 13 and make an air-and- 

28 gS Srp H water-tight joint. i 
‘ 6 \ ‘ 
: y, s ae Adaptable to extra 
; heavy pipe as well as 
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standard size. Rec- 
ommended by plumb- 
ing inspectors all over 
the country. 
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said stem, a lifting lever and a link connection between 
e said lever and a point on said stem eccentric to the longi- 
tudinal axis thereof. | 


Butler Manufacturing Company 
Minneapolis, Minn. 
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PIPE CUTTING and THREADING MACHINES 


Economy is the keynote in all departments. If you are still using old, slow operating machines 
which require big power consumption and occupy a large space, it will pay you to 


Investigate the New Curtis 


Such a machine is very economical, speedy and reliable and will pay for itself in a short time. It is 
extremely simple to operate so that a semi-skilled operator can obtain a maximum output. This is 
the product of half a century of PROGRESS in designing and constructing pipe machines. 





Full Line Hand-Belt-Electric — Range \{-2" to 8-16" 


No. 430 Electric 
Range Ya?" THE CURTIS & CURTIS COMPANY, 318 Garden St., Bridgeport, Conn. 


MOST THREADS PER DOLLAR INVESTED 


























1 KoolGrip malicable iron handwheel. 6 Bronze union nut. 
2 Bronze packing nut 7 Body with full steam area. 
3 Bronze follower and asbestos-packed 8 Bronze disc lock nut 
stuffing box. 9 Swift metal disc with spiral 
4 Rolled bronze stem threaded for throttle lip. 
durability and quick operation. 10 Renewable Swift Metal seat 
6 ,Bronze hub forms beveled joint with ring. Swift Metal is a hard 
body. durable nickel bronze. 


Write Postal for REDURO folder 
Already assuming leadership where service condilions are most severe 


PRATT & CADY REDURO 


READING STEEL CASTING COMPANY, INC. 


An Associate Company of the American Chain Company, Inc. 
BRIDGEPORT, CONNECTICUT 
Offices and Warehouses in Principal Cities 


_[ READING for steel 
YT PRATT&CADY 27/22 ze 


specializing for quality valves anv fittings 








ECONOMY 


Connected Waste and Over- 
flow with Trap 











Some Special Features: 


Deep water seal 
Roughs in line 
Will line up straight on any tub 


All cast brass trimmings, nickel 
plated 


This fixture is reasonable 
in price and you cannot 
secure a better one no 
matter how much more 
you pay for it. 





Manufactured by 


Dearborn Brass Company 
Cedar Rapids, Iowa 
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1,587,393. Water Heater. Louis Majercsik, Barb: ton, 
Ohio. A water heater including a jacket having a rec- 


| tangular opening in one side entering from the boitom 


thereof, a ring on which the jacket is supported and hay- 
ing an upstanding flange entering and partly closing the 
opening in the jacket, a water drum in the jacket spaced 
therefrom and having an outwardly directed hollow hogs 
on the lower portion thereof, provided with a water tizht 
closure and received through the opening in the jacket 
and resting on the flange of the ring, said drum having 
a pair of spaced flues, extending longitudinally there- 
through and which are elliptical in plan and provided 
with inwardly extending staggeredly related baffle pl: tes, 
a water inlet pipe communicating with the bottom of the 
drum between the flues, a water outlet pipe between the 
top of the drum and the top of the jacket and lugs integ- 


| rally formed on the drum contacting with the inner face 





of the jacket for holding the drum spaced from the jacket. 














1,587,393. 1,586,846. 

1,586,846. Faucet. James C. Ross, Seattle, Wash. In 
a faucet having a body formed of two hollow members 
disposed one above the other and separably connecied 
together, a disk provided with a port affording communi- 
cation between the chambers of the respective body mem- 
bers, a valve for said port, a stem and a plunger element 
extending from the valve and disposed respectively above 
and below the latter, said stem being guided by said port, 
a second disk provided with a bored boss element, said 
plunger fitting within the bore of said boss, a cylinder 
having an imperforated peripheral wall interposed be- 
tween said disks and maintaining the same in spaced apart 
relations with each other, a piston operating in the cylin- 
der and movable with said valve, apertures provided in 
the second named disk and in said piston respectively to 
provide water inlets and exits for the space below the 
piston within said cylinder, a spout outlet for the upper 
of said body members, and means extending into said 
body for effecting the opening movement of the valve with 
respect to said port. 

« s ~ 

1,587,175. Article Holder. Benjamin Noble, Detroit, 
. “°h., assignor to Capitol Brass Works, Detroit, Mich. An 
articie solder comprising sets of article engaging arms, 
the arms of each set being joined by curved portions, 4 
socket member for the curved portions of said arms, and 
a screw extending through said socket member, said screw 
having a head closing said socket member and a sub-head 
fitting between the curved portions of said arms. 

ad e . 

Water Heater. William Willett, Toronto, 
In a water heater, in combinat a 


1,587,100. 
Ontario, Canada. 
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tubular vertically-disposed burner provided with a plural- 
ity of longitudinally disposed rows of holes, each row 
being spaced apart from the adjacent rows; a spreading 
plate located above each of the said holes for the purpose 
of causing the burning gas to be horizontally spread; a 
bar disposed longitudinally of said burner and located 
opposite an imperforate wall thereof between given pairs 











i 
1,587,175. 





1.587.100. 


of rows of holes, and acting as a support for said spread- 
ing plates, which plates project alternately from opposite 
sides of said bar, and means whereby said bar is held in 
spaced relation to said burner and removable in relation 
thereto. 


Heatin g Department 


1,585,850. Oil Burner. David R. Glass, Washington, 
D.C. An oil-burner comprising a conduit for a pressure- 
medium, an interiorly-tapering portion terminating in a 
restricted orifice, a fuel-supply chamber, a fuel-supply 
opening, a mixing chamber having a discharge opening at 
the outer end thereof; said interiorly-tapering portion 
and said mixing-chamber being of approximately the same 
length, said restricted orifice being approximately one-fifth 
as long as either of the foregoing members, and its dis- 








charge approximately as far in advance of the fuel-supply 


opening as would equal one-fifth the length of said mixing- | 


chamber, said mixing-chamber being approximately one- 


third the length of the entire structure, cylindrical in | 


form and of uniform diameter with its discharge-opening; 
and said oil-burner being capable of discharging a pres- 
sure-medium through said restricted orifice 


into said | 


mixing-chamber and creating a suction capable of drawing | 


| Over Forty Years Making Brass Castings 


into said mixing-chamber a predetermined quantity of 
fuel-oil and of atomizing and expelling the same. 
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THERE IS A BIG [PROFIT! 


for you in selling Tillery’s Little 
Janitor Clocks al! year ‘round. 
Every furnace owner a prospec- 
tive buyer. Simple in 
construction and in 
operation. Each clock 
fully guaranteed for one 
year but will last much 
longer. List price $5.50. 






Write for further 
details. 


TILLERY’S LITTLE JANITOR CLOCK CO. 


164 MARKET STREET NEWARK, N. J- 





8 
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Tank Fittings of Quality 
“McSHANE?’’ 1926 


The ORIGINAL Compound Lever Ball Cock 
Elevated, Low-Down, Top and Bottom Supply 
Tank Levers and Valves 


1856 





McSHANE 
BELL FOUNDRY CO. 
BALTIMORE, MARYLAND 








TheNew Kalamazoo 


A water supply system 
that is practically 
noiseless in operation, 


with an automatic 


switch. 


system. 


complete, ready to be 


installed 
needed. 
NATIONAL WATER 
LIFT COMPANY 


Kalamazoo - - Michigan 





Plumbers’ Brass Goods 
A COMPLETE LINE 
Send for Catalogue 


Splash oiling 
They come 


no extras 








Reading Brass Works, Inc. 
Reading - - = 


Penna. 














SHOWER CURTAINS 


+> 
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When your customer asks \ 
you about shower cur- 
tains, there’s just one word in 
the answer—**UNION.”’ 


We make every kind of shower curtain 
white duck, sateen and rubberized. 





For every style and size of bath. We manu- 


facture shower curtains to order. 

Write for our sample book. 
UNION CANVAS GOODS CO., Inc. 
1016-1018 Hamilton Street 7 Philadelphia, Pa. 
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In Minneapolis you should choose as 
your temporary home the _ beautiful 


Radisson 


The Radisson maintains its 
leadership among Minne- 
apolis hotels by continually 
creating and adopting the 
newest in comfort, convenience and lux- 
ury. The charges remain moderate. 


RATES $2 PER DAY AND UPWARD 

















1000 Island House 


Rest and play in the heart of Alexandria Bay amidst 
sixty miles of picturesque islands, with the waters of the 
old St. Lawrence cooling their shores. The 1000 Island 
House offers spacious modern accommodations to more 
than a thousand guests. Golf, swim, canoe, fish, hunt 
and go motor-boating in the scenic grandeur of the 1000 
islands. 





Write for illustrated booklet, road maps and rates. 


WM. H. WARBURTON, President and Treas. 


“In the Venice 





Alexandria Bay 


of America”’ New York 
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1,585,941. Oil Burner. Elmer C. Siebert, Freeburg, 


Ill A liquid fuel burner including a support having an 


opening, a wick surrounding said opening, a generating 


| chamber supported above the opening, a nipple on the 


generating chamber for discharging liquid fuel centrally 


| of said opening, means for delivering liquid fuel to the 
| chamber, and 
| means for receiving fuel from the 


means supported on the fuel delivering 
said nipple and con- 


| veying same to said wick. 
2 = . 
1,586,149. Oil Burner. Henry Griffoul, Cleveland, 


Ohio. An oil burner comprising inner and outer casings 
having registering outlet tubes, an oil supply nozzle ex- 
tending through said first and second-named casings and 
having a perforated substantially semi-spherical head 
communicating with the outlet tubes and said inner 
casing, a cylindrical member having bearings slidable on 








1,586,149. 


said nozzle, said cylindrical member being constantly 
open for the passage of air and adapted for communicat- 
ing with the semi-spherical head of said nozzle, the for- 
ward portion of said member being provided with an 
annular flange to close the space between said semi- 
spherical head and the walls of said burner tubes, and 
means whereby said member may be moved longitudinally. 
* aa a 

1,586,373. Oil Burner. George B. Markoe, Brighton, 
Mass. Oil burning apparatus comprising the combination 
of a burner with means to supply oil to two portions of 
the apparatus, at one of which portions is a discharge 
opening for combustion of the oil supplied thereto, the 





























TASK ATR 


whole being arranged for the flame thereof to heat 
other said portion to which oil is supplied, and thus to 
vaporize and feed to the said flame by its own va} 


| pressure the oil so supplied to said other portion; a co! 





duit for compressed air to the same said flame, having 


part heated by said flame. 
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Classified Advertisements 


8 cents for each word including heading and address. Count seven words for keyed address. Minimum $2.00 for each 





insertion. One inch $4.00. Cash must accompany order. Copy should reach us eight days in advance. 
Situations Open “SALES MANAGER OF NORTHEAST- | Sell us your Surplus 


SALESMAN: MUST BE ACQUAINTED 

with plumbing trade. To sell direct 
a high grade line of plumbers’ and 
water works brass goods. Age and full 
information as to former connections 
and experience must be given in first 
letter. Address Key 622, “Domestic 
Engineering,” 1900 Prairie Ave., Chi- 
cago. 


ern territory. Ten years’ experience 
in plumbing and heating supplies. Will 
go anywhere. Address Key 623, “Do- 
mestic Engineering,” 1900 Prairie Ave., 
Chicago. 


POSITION WANTED—SALES MAN- 

ager. A hustler. Open for engage- 
ment either in full charge or to handle 
important branch not as productive as 


PIPECOUPLINGS 


HIGHEST CASH PRICES PAID 
WRITE US 


THE A. & J. MFG. CO. 


559 W. Lake St., Chicago, Ill. 












































desired. Technically trained. Can sell | 
and manage others. Stimulates slug- | 
gish sales. Fully experienced. Loca- | 
tion east, south or New England pre- | 
| 
} 


WANTED 

For Southern Wisconsin, Northern 
Illinois territory experienced plumb- 
ing, heating salesman. One who is 
not afraid of honest endeavor, will- | : 

ing to work. Splendid opportunity | Miscellaneous | 
for right man. In reply give age, | 
qualifications and experience in de- PATENT SENSE—VALUABLE BOOK 
tail. Key 628, ‘‘Domestic Engineer- Se ee 


agen deserved profits. Write Lace y, 
ing,’’ 1900 Prairie Ave., Chicago. iS 8t., Washington, D.C. blished 


| 


BOILER SALESMAN; IMMEDIATELY 


PRINTING ATTRACTIVE STATION- 

ery at lowest prices, fine bond letter- 
heads, envelopes, billheads, statements, 
cards, $2.00—500; $3.00—1,000. Samples 
free. National Economie Specialty Co., 
284 Glenwood, Leonia, N. J. 


ferred. Address 606, “Domestic En- 
gineering,” 1900 Prairie Ave., Chicago. 





Government Proposals 


TREASURY DEPARTMENT, SUPER- 

vising Architect's Office, Washington, 
D. C., June 7, 1926 Sealed proposals 
will be opened in this office at 3 p. m.,, 
July 6, 1926, for a new toilet room, ete., 





A man of good personality and PLUMBERS’ BIN LABELS | at the U. S Post Office and Court 
clean record as a successful salesman | House, Chattanooga, Tenn. Drawings 
living in Chicago, acquainted with and 1 3 and specifications may be obtained 
now calling on heating contractors in 8, 1; ) from the Custodian, U. S. Post Office 
— — suburbs to establish deal- . 2 4 and Court House, Chattanooga, Tenn., 
ers and oil burning boiler of great | or om this office in the discretion of 
merit. Good future for right man. RED. ELLS ~ Gaservicine Architect Jas A. 
Salary and expenses. Address Key 624, “3 | Wetmore, Acting Supervising Architect 











“Domestic Engineering,” 1900 Prairie 


Ave., Chicago. Send fer samples and prices and free booklet: 


“How to Simplify the Work in the Plumbing Shop.”’ 


Heddon. Sis taba Ce. Radien Male, 1 3 TREASURY DEPARTMENT, SUPER- 


vising Architect’s Office, Washington, 
ESTIMATE AND CONTRACT BLANKS, D. C., May 28, 1926.—Sealed proposals 

time cards and job tickets, illustrated will be opened in this office at 3 p. m., 
stationery, etc. Prompt delivery, Send June 29, 1926, for repairs to plumbing 
for samples and prices. Address Ger- at the U. S. Marine Hospital, St. Louis, 
mantown Duplicating Co., 6839 German- Mo. Drawings and specifications may 


town Ave., Philadelphia, be obtained from the Medical Officer in 
- hea Charge, U. S. Marine Hospital, St. Louis, 


Mo., or from this office in the discretion 


‘USED PIPE MACHINES of the Supervising Architect. Jas A. 


Wetmore, Acting Supervising Architect 


SALESMAN: TO SELL DIRECT TO 

the trade a complete line of plumb- 
ers’ high grade brass goods and spe- 
cialties. Texas, Oklahoma and Kansas 
territory. Give age, experience and 
reference, The Ajax Brass Co., Cleve- 
land, Ohio. 


Situations Wanted 


12” Williams motor driven, 





MANAGER-EXECUTIVE — OFFERS 8” Loew motor driven. TREASURY DEPARTMENT, SUPER- 

his services to medium size manu- 8” Oster belt driven. vising Architect's Office, Washington, 
facturing plant desiring new blood in 8” Oster motor driven. D. C. May 27, 1926.—Sealed proposals 
its business. Can organize, system- 8” Saunders belt driven. will be opened in this office at 3 p. m., 
atize, analyze; competent to assume 6” Eaton Cole & Burnham belt. June 23, 1926, for removing the present 
full charge. Can handle manufactur- 6” Williams motor driven. boiler, smokestack, ete., and furnish- 
ing, sales, advertising, etc. Technically 6” Oster motor driven. ing and installing one new portable, 
trained. Of especial value to concern 6” Oster belt driven. | smokeless fire box, heating boiler, 
desiring to expand or to one that has 4” Cox belt driven. | smokestack, ete. at the United States 
become stagnated. Location, preferably 4” Jarecki motor driven. | Post Office, Streator, Ill. Drawings and 
east. Address 605, “Domestic Engineer- 4” Oster belt driven. specifications may be obtained from the 
ing,” 1900 Prairie Ave., Chicago. 4” Oster motor driven. Custodian, U. S. Post Office, Streator, 


4” Jarecki belt driven. lll., or from this office in the discretion 

APPLI- 2” Jarecki belt driven. of the Supervising Architect Jas. A. 
2” Oster motor driven. Wetmore, Acting Supervising Architect. 

2” Oster belt driven, | 

All of the above pipe machines are 

for company entering the field, or ren- here in our stock, for immediate de- 

der valuable assistance to an estab- livery. All are complete with full set 

lished organization. Key 627, “Domes- of dies, and are thoroughly over- 

ic Engineering,” 1900 Prairie Ave. ~ 

tic Engineering,” 1900 Prairie Ave., hauled and guaranteed before ship- | 


VALVE MANUFACTURER - 

cant qualified to supervise manufac- 
ture of low and high pressure valves, 
has designed, constructed and sold to 


TREASURY SPARTMENT, SUPER- 
the trade. Can develop such products TREASURY DEPARTMENT 


| vising Architect’s Office, Washington, ’ 
| D. CG, May 29, 1926.—Sealed proposals 
| will be opened in this office at 3 p. m., 
|} June 24, 1926, for alterations and re- 
pairs to the heating system, at the 
U. S. Post Office, Courthouse, and Cus- 
tom House, Omaha, Nebr. Specifica- 
tions may be obtained from the Cus- 
. ’ TRY ~ _— _ todian, U. S. Post Office, Ct. H. & Cu. 
THE O'BRIEN MACHINERY CO., House, Omaha, Nebr., or from this office 
113 North Third St., Philadelphia, Pa. in the discretion of the Supervising 
Long Distance Telephone: Market 0727. | Architect. Jas Wetmore, Acting 
Cable address: “Obrien,” Philadelphia. | Supervising Architect. 


Chicago. 
— ment. We also stock dies of all 
COMPETENT EXPERIENCED PLUMB- makes of pipe machines. 
ing and heating estimator, buyer and 
office manager desires connection with 
a reliable contracting concern. Address 
Key 626, “Domestic Engineering,” 1900 


Prairie Ave., Chicago. 
Valves, Fittings, Tools for Steam, 


WALWORT Water, Ges, Oll and Ai 


23,000 different items, each designed for a specific duty. Your supply house can get yours 
through the nearest Walworth sales unit. 








WALWORTH COMPANY, BOSTON, MASs. 
BAYONNE BUFFALO CHICAGO CINCINNATI PHILADELPHIA PITTSBURGH PORTLAND - SEATTLE 
CLEVELAND ERIB KEWANEE, ILL. NEW YORK SAN FRANCISCO YOUNGSTOWN GLASGOW LONDON 


WESTERN DIVISION, Kewanee 
Walworth International Co., New York, Foreign Representative 


BASTERN DIVISION, Boston 
Plants at Boston, Greensburg, Pa., Kewanee, Ill., and Attalle Ala. 
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CARI CI 


STA? PAIX VALVES 
pn’ yyttl, yao 


A new packless valve that has an 
extremely high lift one turn of the 
handle opens or closes it—never needs 
re-packing—is pleasing in appearance. 
Volume production and efficient manu- 
facture enable us to offer this new 
Capitol product at a very 


ATTRACTIVE PRICE 


JOBBERS 
STA-PAK VALVES 


are new and different —a high 
quality valve at a price that is 
bringing real volume orders, 
Write or wire for details. 
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CAPITOL BRASS WORKS 


MANUFACTURERS OF BRASS VALVES. BOILER TRIMMINGS AND PLUMBERS’ BRASS GOODS 


2300 Franklin Street 


=S=DETROIT, MICh=S>= 
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